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PREFACE 



It is a fair presnmptiou that the modem develop- 
ments in the electric field, as generally uuderetood, 
have occurred within the lifetime of the readers of 
this vork. The achievemeDts of eDgineers have pre- 
ceded theory, and to-day the latter is far in arrears, 
and seems likely to stay so. It is a peculiarity of 
mankind that it is most strenuous in seeking an ex- 
planation of the strange and ynfi-riiliar. We are 
willing to spend a life, dependent in every physical 
sense upon gravitfctigni .(ri tjiowt once seeking its cause. 
But for electricity,:! n -ita aroect -of a new and strange 
creation of maa'a inganaity/thpugh in no way a 
greater mystery than gravitation, an explanation is 
required. 

To play a part in gratifying this desire is the ob- 
ject of the present work. A theory, which is far from 
complete has been constructed by modern scientists, 
and may eventually acquire perfect shape. The hy- 
pothetical luminiferons ether is at its base. The 
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probable identity of specieB of electromagnetio and 
light and heat waves give us an additional right to 
uee the ether in explaining these manifestationa of 
electricity. Thia theory is treated here. 

It is the fashion to consider the ether a. thing of 
proyed existence, and to treat its properties as quite 
within human conception. Neither practice is cor- 
rect. The existence of the ether has not been abso- 
lutely proved. Its properties are snch as to remove 
it beyond the powers of conception of most or all 
of US. Edgar A. Poe's limitation of human intelli- 
gence applies well here. He says: "I doubt, indeed, 
whether the man lives who can force into his brain 
tie most remotj^ iiom;eptjbn*;,ci the; laterval between 
one milestone und 'ifd n^xt neighbor upon the turn- 
pike," >: '-'~_'_\'-_ 

The practical agpesl has ^vtn kept in view. The 
use of analogies ar^ -the" portions devoted to the en- 
gineering world will, it is hoped, prevent the reader 
from feeling that the work is purely on theory. Its 
object is to unite theory and practice. If this haa 
been done, its mission is complete. 



b 



CHAPTEK I. 

~ The Ether— Baectricity— Force mnd Eneigj— Hts 
uid Weight 9 

CHAPTER II. 
The Kiectric Charge — Potential — Th« Dielectric — 
Poaitive and Negative Electricity — Contact Action — 
I Electrostatic Lines of Force — The Lejden Jar 19 

^^H CHAPTER III. 

^^^^^^hc BlecCrio Carrent and Circuit — Relations of Elec- 
^^^^teomotiTe Force, Bemstance and Current — Velocity of 

Klectridty SB 

CHAPTEK IV. 

PundameDtkl Units and the Relations between Eleo- 
trostatic and Electromagnetic Units — Practical Units; 
the Volt, Ohm, Coulomb, and Ampere — Electric Force, 
Work, and Energy — Chemistry of the Current 54 

CHAPTER V. 

The Magnetic Circnlt and Blectromagnetio Lines of 
Force— Magnet and Amperes Theory 76 



CHAPTER VL 
Electromagnetic Induction and Action of CurreBts 



CHAPTEE TIL 
The Oalvauic Batter?— Tbe Electrolyte, and the 
Locus of Its Poteotial EKfference — Polarization and 
Local Actioa — Diflerent Examples of Batteries — The 
Arrangement and Action of Batteries — Storage Bat- 
teries 110 

CHAPTER Vm. 
Dynamos— Motors — Transmission o( Power , 



CHAPTER IX. 

The Telephoue and Microphone— Electric Lighting— 
The Electric Telegraph— Tiie Dansera of Electricity- 
Conditions tor Receiving a Fatal Shock 141 

CHAPTEB X 

APPKNDOC 

Becent Ideas of tlie Kstnre of Electricity— Electri- 
cal Discoveries and Improvements of the Last Decade — 
Electric Lighting— Incandeflceot, Arc and Yocnnm 
Tube — X-BayB and Their Explanation — Telephony — 
'Wireless Telegraphy — Electric Railway Develop- 
ments. H 




PROPERTY ' THE 
CITY OF NEW YORK, 

ElECTEICITT SIMPLITIED. 



THE ETHBB — BLECTKICITY — FORCE AND ENEEQT — 
KABS ASp.WBIOHT, 

The 'Mh^sr—Electrlcitp., 

Tbebb are.iD,xGrture certain mys^eriss, if such a 
Lame does not appear too poetical, which have never 
been solved Liiid may remain eo for all futuregenera- 
tions. The conaeryative Bcientist is apt'tft include 
among such' things gravitation, electriciij; ^d per- 
haps light. -Tb explain tho phenom^na.of light, an 
almost incoiiceiviC&io entity termed. itw.Inraiuiferous 
ether has had to ho iiirenLed.- 'By.seMimiDg such -a 
thing to esist and tc be endowed with almost in- 
conceivable properties, light isfirpldiued and its phe- 
nomena are brought into the domain of mathematics. 
But no direct proof of the existence of the ether has 
yet been found, and we hardly can venture to hope 
for one. 

The modem treatment of electricity deals with it 
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ae representing and including 8p«oiAl phei 
tbid ether. Some go so far aa proTisionallj to define 
it aa being the ether iteeif, and to treat static excite- 
ment, magnetisni, current electricity, etc, as dne en*^ 
tirely to different Gtatea of the ether. 

The laminiferona ether is bj calcolation dednced k 
being of the following general properties, 
posed to be a medium most resembling a gas in cons^ 
tntion, jet possessing rigidity like ii aolid, aB veil I 
aa elasticity like that of a gas. Its density is eqnal 
to 93B one-thousand- million-millionths (TirejKAVsTj) 
that of water, or_ etjnal- to- that of air at 210 milea 
above the e^rtfi/ ..'itte rigidity i* one one-thonsand- 
millionth (Vm^i^^jviss) that-of eleel. It is sometimes 
compared' to .ftii "all-pervadihgTBUy, through which 
waves oHight and other radiant enCTgy and of eleetK^ J 
magne^sm ar^ constantly tfarobbiijg. Particles of or- 1 
dinary-m^er move throngh it without resistancei I 
It interpaoet 1:11 tea the molecules of otaCter, andhenoe I 
an air piinip-^'entirely without effect upon it. There 'i 
18 no BUclv'thm'g as an ether vacaani (Daniel). It 1 
cannot be excln^ted frtjm- empty epaoe. 

Such is tlre.'Tiy_pbthetical iwioiniferous ether, aal 
ultra-gnaeouB boily-posaessiiig the properties of both^ 
a solid and of a. gas. It should be looked upon a 
expedient for the present, as something most useful 
In formulating theories, but unproved. A theory is 
often little more than a symmetrical skeleton to sus- 
tain our laboriously acquired coUectiou of fticts. The 
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teet of tho ntility or perfection of a theory is its abil- 
ity to foretell what will happen under given condi- 
tions. It may be able to do this and yet be wholly 

fictitiouB. 

Light is radiated from one body to another acroas 
enormous intervals of space. The mind cannot con- 
ceive of one body acting upon another without some 
connecting medinm. The same appHea to gravita- 
tion and electricity. The ether originally invented 
to account for the transmission of light through dis- 
tances, of anknowE degrees of immensity in the case 
of the heavenly bodies, has been found a useful factor 
in formnluting a theory of electricity. 

If any object is excited electrically, every object 
within its range of action, that is to say, which is not 
screened from its effects, is also affected. This in- 
volves the same kind of action across a space as ob- 
tains ill the case of light. It is termed radiant action 
and ia a manifestation of radiant energy. Again, an 
electric current or the poles of a magnet produce 
magnetic effects in their vicinity upon objects not in 
contact with them. This involves action at a dis- 
tance also. 

These are among the reasons which have induced 
scientists to invoke the luminiferous ether to aid in 
explaining and accounting for electrical phenomena. 
As employed in the present work it will be foand 
nsefnl in enabling the mind to better formulate a 
theory of the science. Extraordinary as the idea of 
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the ether may appear, it is evident that the modem 1 
achieveraeut8 of electricity are just as strange. They 1 
are of such nature as to bo entitled to an cxtraordi- _ 
nary line of explanation. 

The sun is at such a distance from the earth thatS 
it takes light over eight minutes to travel from it|a 
surface Jiither. The nearest of the fixed stars a 
remote that in many cases days and years are con- 
sumed in the paaaage of light from them to us. Kj 
one of these bodies were suddenly annihilated wel 
should see its light after it ceased to exist, Th^ snai 
would seem to continue to shine for eight minntesl 
and twenty seconds after its extinction. We may] 
even now seem to see stars which long ago ceased \ 
Inminona, and distant suns may now be radiating 
light into space, which light will not reach as to 
show us a new star, for years to come. 

All this is so strange and deals with Buch infinite 
relations of quantities as regards distances and time 
that the luminiferous ether, viewed from such a, 
standpoint, seems not too extravagant a conception 
to account for the high velocity and intensity of radi- 
ant energy. 

Pulses or waves of electric energy are found to act 1 
like light, to be capable of transmission through some j 
bodies, of reflection from others, and of refraction and j 
interference. The relations between electrostatic and | 
electromagnetic units indicates a ratio corresponding ' 
to the velocity of light. These considerations give 
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direct gronnd for atilizing the theoretical ether as a 
mediTini tor the propagation of electrical disturb- 
ances. 

The term radiant energy is continually acquiring 
new scope in physics. Many phases of electrical dis- 
turbance fall uuder this heading. Others may l)e 
attributed to radiant force. 

The passion for unification at one time tended to 
obliterate the old distinction between static and 
dynamic electricity. Now a true basis for such divi- 
sion must be recognized and may to a certain extent 
be determined by the consideration of force and en- 
ergy. True static phenomena are phenomena of ether 
stress or of force; electromagnetic wave and current 
phenomena are related to ether waves or energy. 

Force, Energy, Mass, and Weight. 

Physical concepts, such as force, mass, energy, and 
other elementary things, have received within recent 
years much accuracy and definition of description 
and attributes. Only a few years ago great confusion 
existed, notably in the distinction between force and 
energy. The enunciation of the absurd doctrine of 
the conservation of force, and its support in many 
essays and papers by those who were assumed to be 
the leading thinkers of the day, is an illustration, now 
but a few years old, of this fact. 

This accuracy has led, and is leading, to more and 
more subdivisions, which brings about a multiplica- 
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tion of nnita, and increase in nomenclature especially 
in electricity, which has already been felt to be a 
misfortune, although it is not easy to see how it is to 
be avoided. 

For the purposas of this work it is quite unnecoB- 
aary to enter into all of these subdiviBiona. There are 
a few elementary mechanical ideas which may be 
enunciated before the electrical part is entered on. 
These involve subjects which are often sources of 
error and misunderstanding. 

As physics and mechanics are based upon measure- 
mentj units of different kinds have been established. 
They are based upon length, time, and weight. The 
relations of these factors to the compound units are 
termed the dimensious of the unit. The centimetre, 
gram, and second are the bases of meiisurement, and 
the fundamental units constructed or built up apon 
them are termed the centimetre- gram-second or 
C. G. S. units. 

Force is that which, acting on a quantity of mat- 
ter or mass, can change its rate of motion or can im- 
part motion to it. It can be called into existence or 
annihilated under adequate conditions; in other 
words, there is no conservation of force. Its unit is 
that force which can in one second impart to one 
gram of matter a velocity of one centimetre per sec- 
ond. This unit is termed the dyiie. The weight of 
one gram is equal to about 981 dynes. A dyne is 
equal to about 63^ grains. 
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The exertion of force along a path in Bpace, which 
condition nei^essarily implies motion against reeiet- 
ance, ia termed work. Ite unit is a dyne exerted 
throngh a path one centimetre long. The most con- 
venient way to express force is to refer it to gravita- 
tion. Hence the unit of work ia generally defined 
as the raising of ^^ gram to a height of one centi- 
meter against gravitation. The name of the unit is 
the erg. 

The power of doing work is termed energy. A 
weight of ,J^ gram by frictionleas machinery could, 
in descending one centimeter, raise another body of 
the aame weight the same distance. Hence it would 
be said to possess energy of position, a form of poten- 
tial energy, equal to one erg. The sum of energy in 
the universe is invariable; energy can be neither 
created nor annihilated by natural ciiuses. This is the 
doctrine of the conservation of energy, which has re- 
placed the discarded one of the conservation of force. 

If a bullet is fired from a gun, the energy of the 
combustion of the powder is in part expended in 
driving the bullet forward ; in part in driving the 
gnn backward, producing recoil; in piirt in heating 
the gun and bnllet, and in various other ways. None 
of its energy is destroyed. The bnllet strikes a tar- 
get and is brought to rest. Its energy is not de- 
stroyed, it is only ti^ansformed. Some appears as 
heat energy- — indeedmost of it directly or indirectly 
takes this form; none disappears. 
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If tliia doctrine is true, perpetual motion against 
reeistaiice, as generally understood, is impossible. 
There is verj little doubt of this doctrine's truth. 

It follows from the above that energy cannot, prop- 
erly speaking, be expended, and that work is not done 
at the expense of energy. Work simply denotes the 
reciprocal of a given form of energy, and is produced 
by the disappearance of that particular form of energy, 
and is the result of its conversion into some other 
form. A weight raised by the combustion of coal is 
the reciprocal of the heat energy, and no more repre- 
sents work than it does the product or the result of 
the conversion of heat energy into mechanical poten- 
tial energy. In other words, work and energy may bo 
treated as identical. To do work, energy is required, 
and is absorbed in the process by being converted into 
some other form or forms. The other forma, either 
one or more of them, are in many cases some irreclaim- 
able form or forms, which can never again be 
utilized. This is so often the case that the available 
energy of the universe is undoubtedly tending to 
zero. This zero will he attained when all objects 
have the same temperature. 

A body placed at a height above a plane possesses 
what is termed potential energy, referred to the 
plane. Its advautageous position indicates a power 
of doing work. Another example of potential energy 
would be a strained spriug, possessing tho energy of 
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A body in motion, by virtue of its iuertia. or resist- ^| 

ance to reduction of velocity, can do work, Aiid is said ^| 

to possess kinetic energy. A body at rest iu a oer- ^^ 

tain sense may be eaid to possess tho same witii refer- 
ence to moving bodios, because all rest and oiolion 

I are relative. 

An example of the transformation of energy can 
be taken from the iibove, A oue-poiiu J weight raised 
one hundred feet has expended upon it one hundred 
foot-pounds of energy, and imssesaes thiit amount of 
potential energy. If now it is allowed to full through 
the same distance, it parts with its potential and as- 
sumes kinetic energy. When it has fallen one hun- 
dred feet, if in a vacnuni, it will at the one-hundred 
foot mark possess none of its original potential en- 
ergy, but ill its place will have one hundred foot- 
pounds of kinetic energy. As it strikes tho ground 
and comes to rest, this energy will change into heat 
energy and other forms, but it will remain the same 
iu amount — one hundred foot-pounds. 

Mass is the quantity of any portion of matter. 
Owing to centrifugal force a body weighs loss at the 
equator than at the North Pole; upon the surface of 
the moon it would weigh far less. Yet its mass 
would he the same although its weight might vary. 
Were transportation cheap enough, and were the other 
conditions favorable, a merchant could make money 
by selling by weight, in northern or southern lati- 

, tudes, goods which he had purchased by weight in 



18 ELECTRICITY SIMPLIFIED. 

equatorial latitudes, provided he weighed with a 
epring-balance. He would buy and sell the same 
weight, but would buy a greater mass than he sold. 

Weight is mass acted ou by gravity. Ah gravity 
varies, weight will vary, even though the mass re- 
muine the same: all which has been just illustrated. 

In electricity we have force and energy. Heat on- 
ergy in driving an engine that drives a dynamo be- 
comes ultimately converted into electric energy. An 
electric machine or a battery on open circuit main- 
tains its terminals at a varying potential, or in such 
state as to exercise electromotive force. This force, 
producing a current through a resistance, does work. 
As for electric mass and weight, aa yet they are not 
recognizable, and probably do not exist. 




TKB BLEOTBIC CHARGE — POTENTIAL— THE DtELEO- 
TBIC — POSITIVE AND NEGATIVE ELBOTBICITY — 
CONTACT ACTION —ELECTROSTATIC LINES OF 
EOECE — THE LEYDEH JAR. 

The Eleeirio Charge, Polenlial, and Dtehclric. 
The first idea of electricitj is that we are able to 
place bodies in different electrical relations. A etick 
of sealing-wax or the amber moathpiece of a pipe 
mbbed upon the coat sleeve will attract bits of pa- 
per, or will draw around with it, magnet-like, a 
walking- stick suspended by a thread tied aronnd its 
centre. The very name electricity is derived from 
the Greek name for amber. 

The sealing-wax or amber in the above case is said 
to be charged with electricity, and represents the 
form of electric force already spoken of. It is use- 
less to attempt to determine what the electricity is 
whose presence so altera the condition of the body. 
It is usually taken as an entity of some kind, ami in 
old times was termed and now is often termed col- 
loquially a fluid, although it is certain that it is no 
such thing. 
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A body electrically charged is most simply treated 
as one whose surface is surcharged or Tindereharged 
■with electricity. By an electric machine based upon 
contact action, by a galvanic battery, or by other 
means, electricity can be altered in its distribution. 
The action is analogone to that of a pump which 
pumps water from one reservoir into another, both 
originally of equal level. Thcia we may imagine twu 
reservoirs of similar level of water. If water is 
pumped out of one and into the other, they are 
brought into such relation that, if any chance was 
given, the water would flow from one to another, and 
the original level would be reached again. If for 
these reservoirs we substitute bodies insulated from 
any supply of electricity, we can by an electric genera- 
tor, which we may term an electric pump, abstract 
electricity from one and add it to the other. Both 
bodies are then said to be charged, one positively, the 
other negatively. As in the case of the reservoirs of 
water, if any chance was given, electricity would flow 
from one to the other, and the original state of things 
would be re-established. 

The electric charge resides entirely upon the sur- 
face; the cubic contents of the body baa nothing to 
do with it. Again aa regards a specific surface, there 
is no limit to the electricity which can be charged 
npon it, provided it can, so to say, be held there. By 
a physical metaphor, the elasticity of electricity seems 
to be perfect and indefinite. 
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This givee the idea of an electric charge. Betarn- 

iug to our reaervoira of tineven level or " charged," if 
they were connected the original level would be at- 
tained, and more quickly or slowly in proportion to 
their difference of level. The greater this difference, 
the greater will be the tendency to return to the 
original level. The same applies to the electric 
charge. The greater the difference of charge, the 
greater will be the tendency toward partial equaliza- 
tion. This difference of charge ia termed difference 
of potential, or potential difference, or electromotive 
force, and the terms high or low potential in a sys- 
tem indicate a large or small difference of charge 
of different parts. 

The levels of water in the reservoirs, instead of being 
compared with each other, might he referred to that 
of an ocean of constant level. Water might be 
pumped from one into the ocean, or from the ocean 
into one or the other, or both, bo as to affect their level, 
with respect to such an ocean of constant height. 
Electricity can be treated in like manner. It can be 
pumped from the ocean of electricity, which the earth 
represents, or the same earth can be used as a recipi- 
ent of charges pumped from other bodies. Any of 
onr reservoirs put into communication with the ocean 
would at once begin to attain the same level. Any 
charged electrical body put into communication with 
the earth, will in a short time, which may be an in- 
finitesimal fraction of a second, be reduced to the 
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standard potential of the earth, which by convention 
haa been taken as zero potential, just as in stating 
elevations of tlie eartli's surface the height of the 
vater of the eea is made the basis or zero of height. 

The fact that, other things being equal, the capac- 
ity of a body for holding a charge of electricity de- 
pends upon the area of its surface is shown in a 
familiar experiment. If a piece of tinfoil or other 
conducting material is charged, and is then rolled up, 
thus reducing its area, the charge shows a higher 
tension or desire to escape. It is to a certain extent 
as if the area of one of our reservoirs was in some 
way diminished. The water would rise in height and 
acquire a greater pressure. This experiment also 
proves very clearly the fact that an electric charge 
resides upon the surface. 

Small drops of water charged with electricity, it 
they unite to form larger ones, will present a smaller 
total surface, and hence will raise the potential of 
their charge. This is supposed to be one of the 
causes of the electric disturbances in thunder showers, 
where the electric charge of the atmosphere seems to 
increase in potential enormously. 

The reservoirs, if to be filled or partly emptied, I 
must have walls of some strength. If of the level of'l 
the ocean, their walls may be of zero strength for they I 
will be supported outside by the ocean water whichvl 
we niiiy assume to penetrate the soil. To enable ti 
surface of objects to hold an electric charge, thqi 
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muBt be sarrotinded by something to retain it. This 
subatance or entity that holds a charge, upon a sur- 
face, which snbetance or entity represents the wails 
of the reservoirs, is termed the dielectric. It maj be 
the air or any of the non-conductors of electricity. 
Even a vacuum is a dielectric almost equal to air. 
This fact is generally expressed by stating tliat the 
ether is a dielectric. 

If connected by a pipe, the reservoirs will discharge 
one into the other and assume the same level. If 
two electrically charged bodies are connected by a 
piece of metal such as a wire, they will at once as- 
sume the same potential. The wire is termed a 
conductor. All metals and many other substances 
conduct electricity so well as to be termed conduc- 
tors. Others conduct it so badly as to be termed in- 
sulators. The latter are all capable ol acting as 
dielectrics. 

If the air was a conductor, a surface could never 
be excited or charged in it, there could be no thunder 
storms, and man would probably have never known 
anything about electricity unless from iinimal sources 
such as the torpedo and gymnotus. Water contain- 
ing salt in solution is a conductor. Hence there are 
no electric storms or disturbances in the ocean and 
its inhabitants only experience animal electricity, but 
never that from any other source. 

The dielectric is the opposite of a conductor. Any- 
thing that is not a conductor may act as a dielectric 
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Pormerlj no distinction was drawn between it and 
an insulator. Now any insulator that aurrounds a 
charged body, whether that insulator be glass, India 
mbber, gntta-percha, air, or a vacuum, is called a die- 
lectric. 

As the charge is to be held upon a surface, and not 
trithin a body, it is evident that for quick charging 
the surface must be conducting. Sealing-wax, am- 
ber, and glass, for instance, are non-conducting, and 
receive a charge only with difficulty, and part with 
it also with difficulty. If coated with tinfoil, gold- 
leaf, or some thin metallic coating, they become much 
easier to charge, although their capacity remains un- 
changed. 

This question of capacity is affected by two things, 
the area of the surface and the nature of the dielec- 
tric. The capacity of a system of two conductors 
and an intervening dielectric, called a condenser, is 
the quantity of electricity it can retain at a given 
potential. A typical form consists of two pieces of 
tinfoil with a sheet of gutta-percha, mica, or paper 
dipped in paraffin, between them. It is charged by 
passing or introducing opposite kinds of electricity 
into the two sheets of foil. As this is done the po- 
tential difference between the tinfoil layers rises^ 
more rapidly as the surfaces are smaller, and thia 
potential rise varies also very curiously with the na* 
ture of the dielectric. This difference between 'die* 
lectrics depends on specific inductive capacity. 
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^^^H Positive and Negative Electricity. 

^^^^i zero of potential being accepted, arbitrarily btken 
as that of the earth, it is found that bodies con 
be excited so as to bear opposite relations not only to 
each other bnt also to the earth. This at onre estab- 
lishes the idea of positive and negative electrical ex- 
citation, and of positive and negative charges. It is 
found that if a piece of glass is rubbed against a 
piece of amber they will become oppositely excited. 
As a matter of convention, the glassy or vitreous elec- 
tricity is called positive, and the resinous electricity 
is called negative. 

One body cannot be charged with a quantity of posi- 
tive electricity without an equal charge of negative 
electricity being established somewhere else, and vice 
versa. The algebraic sum of equal positive and neg- 
ative quantities being zero, the sum of all electrical 
charges in the universe is zero. This doctrine is 
comparable to the law of the conservation of energy, 
in the sense that the sum is constant, and it has 
been termed the law of the conservation of electricity. 

If copper and zinc are brought into contact and 
are separated, the copper is charged with negative, 
the zinc with positive, electricity. 

If the copper and zinc be immersed in acid which 
acts most strongly upon the zinc, the distribution is 
different: the zinc is negatively, the copper is posi- 
tively, charged. This is the case in a galvanic battery. 
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This (jnestion of positive and negative gives the 
convention for fixing the direction of a current. A 
cnrrent is aaamned to be the discharge of positive 
npon negative. If negative electricity is ponred into 
a body it adapts that body to receive a positive charge 
of equal value. 

All this is conventional; it is merely a necessity of 
the case, yome aBsamed direction of current and 
nomenclature of excitation is required. 

It will be observed that the relative conditions of 
zinc and copper are opposite when immersed in acid 
or when separated from contact. This is because 
when immersed in acid the excitation or charge is 
derived from the separation of the constituents of 
the water in which the acid is present. The hydro- 
gen with its positive charge travels to the copper; the 
other constituent atom of the water, or radical of the 
acid molecule, it may be, travels with its negative 
charge to the zinc. This negative charge it pours 
into it, or rather discharges it upon its surface, there- 
by adapting it to receive an opposite and equal charge 
of positive electricity from the copper. 

According to Franklin's views, who treated elec- 
tricity as a single fluid, the positive charge consists 
in an excess and the negative charge in a deficiency 
of electricity. Hence in the above illustration the 
zinc becoming negatively charged merely means that 
it loses a part of its total quantity of electricity. 
This carries out the idea of the direction of a current. 
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The overflowing or poeitively charged body, namely 
the copper, sends a current, if permitted, into the 
partly exhausted or negiitively charged body. 

Therefore, according to the aingle-fltdd theory, a 
charge indicates an excess or deficiency according as 
it is positive or negative. It carries out well the 
theory of the conservation of electricity. 

The double-fluid theory assumed that there were 
two fluids, one positive and one negative, neutralizing 
each other in equal quantities. 

Now both tbtise theories are discarded almost en- 
tirely. It ia convenient as an analogy, however, to 
treat of electricity as a fluid in some of its manifesta- 
tions, and simplicity will be gained and the truth 
more nearly approximated to by using '-lie single-fluid 
hypothesis where it gives a useful analogy. 

The charge, positive or negative, is really the key- 
note of all electrical phenomena. All that we know 
of electricity are the manifestations due to charges 
held upon surfaces and intermittently discharged, 
which is static electricity; or to charges continuously 
supplied and discharged along conductors, which is 
kinetic or dynamic electricity. The methods of pro- 
ducing these charges are by contact action and in- 
duction. To the first may be referred so-called fric- 
tional machines and also batteries. 

The relations of bodies oppositely charged in gen- 
eral are that the opposite electricities tend to com- 
bine. Bodies oppositely charged, therefore, attract 
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each other. Under certain conditions they can im- 
part their opposite charges to each other and then 
are no longer attracted. 

The bodies excited oppositely as described and at- 
tracted cannot impart their charges one to the other 
through space, except where a conductor connects 
them, or, if not, where the charges are of high enough 
potential difference in relation to the apace separating 
them and to the sabstance filling it. In that case they 
may discharge by ii violent action producing a spark 
and noise. This disrnptive discharge is seen in the 
lightning stroke. 

If the excited bodies are bronght into contact, they 
ffill adhere, beCiause the opposite electricities tend to 
combine. This adhesion, when satisfied, represents 
the disappearance of a specific form of energy. As 
energy cannot be annihilated, this specific form must 
be converted into some other, which other form is 
heat energy, The heat of combination of dissimilar 
metals, or of other substances, usually in the order of 
chemical energy and affinity, is also in the order of 
electrical energy. This correlates chemistry and elec- 
tricity. 

If, instead of bringing the bodies in contact with 
each other, they are connected by a metallic rod, their 
relatiye excitement disappears as long as they are 
thoB connected. The rod acts to provide a path for 
the electricity and, as we have seen, is called a conduc- 
tor. The electricity passing by the path thus opened 
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for it is termed a current. If one of the bodies is 
drawn away from the conductor, it has a charge pro- 
portioned to the difference of electrical character be- 
tween itself and the conductor. 

Just as the like poles of niagnets repel each other, 
so two bodies excited with like qualities of electricity 
repel each other. 

If an excited body, for instance one with a pOAi- 
tive charge, is brought near an indifferent or un- 
charged body, it attracts it. This it doea by attracting 
to the part of such body nearest it the opposite or 
negative electricity. This it attracts by attracting 
the body itself. If negatively excited, it also attracts 
by drawing the positive electricity of the body toward 
itself, and hence drawing the body as before. 

[ Contact Action and Electrostatic Lines of Force. 

Imagine two bodies of identical Bubstance placed 
near together. A slight attraction will be exerted by 
each upon the other, which is termed the attraction 
of gravitation. Touch and separate them and the 
attraction will remain the same, and will vary, if they 
are small enough, in a certain proportion to their 
distance apart; if of small enough relative dimen- 
sions, with the square of such distance. Next assume 
two bodies of dissimilar nature placed near together. 
They will be attracted by mutual gravitation. Now 
touch them, best by rubbing to secure good contact, 
ftud separate them, and they will exhibit a strong at- 
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traction for each other. Under ordinary conditions 
this attraction will be vastly more than that of gravi- 
tation. A piece of sea!ing-wu.K rubbed against the 
coat sleeve will attract the aleeve. The contact acta 
to eBtablish bonds of attraction that operate like India- 
mbber bands, pulling the two objects together. The 
objectB are then said to be electrically escited. In 
this excitement and attraction not only the bodies 
but the intervening ether is thought to be concerned. 
The ether is supposed to be bo stressed as to repre- 
sent or act like connecting India-rubber bands, and 
to pull the bodies together. The same applies to a 
magnet and itB armature. The magnet throws the 
ether into an analogous state of BtresB. As its arma- 
ture is brought near it, this stress is affected- by its 
proximity, and acts to draw magnet and armature 
together. Ab the stresB is easiest pictnred as con- 
necting lines, and as these lines indicate the exercise 
of force, they are termed lines of force, the first 
eleotroatatic lines, the others electromagnetic lines. 

There is no good analogy by which these phenom- 
ena can be pictured. Sometimes attempts in this di- 
rection are made by picturing the ether as composed 
of intermeehing cog-wheels. By using this concep- 
tion, various states of stress can be figured, but the 
examples do not seem very practical. 

The action of lines of force between excited disks 
or other objects is shown in the following LUnstra- 
tiona. "When objects electrically excited with oppo- 
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site electrical oonditions are brought near together, 
the lines of force run almost straight from one to the 
other of the facing areas, while other lines curye 
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around from the backs and aides of the objects. As 
thej are more separated, the lines curve outward, al- 
•ways tending to separate from each other, until the 




conception of what occurs is what is illustrated in 
the second cut. 

The expreaaion "lines of force" must be regarded 
as purely a matter of convenience. There are no 
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real lines any more than there are indiTidaal and dis- 
tinet rajd of light. 

This attraction of electrified bodies has been no- 
ticed for many centuries. The first observed electri- 
cal experiment on record is the attraction of rubbed 
amber for pieces of chaff. 

Unsatisfactory as these statements appear in the 
light of exphbnation, they are as satisfactory as any 
explanation of gravitation that can be evolved. Bu£ 
we are so familiar with gravitation that we do not 
Btop to think about it, or to assign a cause for it. 

The Lffyden Jar. ' 

The Leyden jar is a form of condenser. It is an 
apparatus for storing up a charge, or actually two 
equal and opposed charges of electricity. To provide 
conditions for doing this, a conducting surface is re- 
quired, to which should be added a second snch sur- 
face, to hold an opposed charge of contrary name and 
to retain the original one as a bound charge. 

It consists of a jar of glass of good insulating 
quality, which acta as the dielectric. The interior and 
exterior surfaces of the jar over its bottom and half 
or two-thirds way np to its edge are lined with tin- 
foil pasted on. The foil provides the conducting 
surfaces to rapidly receive, hold, and rapidly discharge 
the charges. The glass above the foil is best shellacked 
or coated with sealing-wax varnish, to prevent Gon> 
denBation of moistnre. Such moisture would act as 
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a condoctor, and would provido an electrical conneo 
tion between the two surfaces of tinfoil. A rod ex- 
tends through the cork and connects with the inner 
coating. 

To charge the jar from a aiugle source of electricity 
of high potential one coating ib put into communi- 
cation with the source in question, and the other is 
connected to the earth. 

Electricity at once flows from the source to the 
surface connected to it, while the similar electricity ie 
ezpelledfrom thoothercoatinginto theearth. Thus, 
OB far as the earth is concerned, there might as well 
be no Leyden jar in the path of the current, Aa 
much electricity as flows into one coating is expelled, 
being the same quantity of tlie same name, from the 
other coating into the earth. The jar itself does 
nothing to disturb the balance. 

The process of charging goes on until the poten- 
tial difference of the two coats may be very high. 
On removing the jar, it is charged. One coating 
holds positive, and the other negative, electricity; 
both charges are bound to each other, and are exactly 
equal in amount. On touching or uearly touching 
both surfaces at once with the ends of a wire or other 
conductor, a spark will spring across and the surfaces 
wni be nearly discharged. After a few minutes a 
second slight discharge (of the residual charge) can 
be taken from it. 

The Leyden jar, which in a certain sense bottles up 
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electricity, originated in an accident. An old-time 
experimenter, it is said, once approached or touched 
the prime conductor of an electrical machine with a 
nail protruding from the neck of a bottle containing 
water. The moisture on the outside of the bottle, it 
muBt be presumed, acted as an outer coating, and the 
water provided the same for the interior. On re- 
moving hia bottle he received from it a violent shoelt. 
He had succeeded in putting electricity into a bottle. 

By arranging Leyden jars in difEerent ways, the 
discharge can bo made to vary in relations of quan- 
tity and intensity as in the case of a galvanic battery. 

If the jars are arranged with all the outside and 
all the inside coatings in communication, a large 
quantity of electricity can be accumnlated. By ar- 
ranging them in series, the inside coating of one in 
communication with tlie outside coating of the next, 
and £0 on down the series, they will accumulate but 
a small charge proportional to the surface of a sin- 
gle jar, but of higher potential according to the ■ 
number of jars in series. 

The difference of potential regplatea or determines 
the length of spark which can be produced from 
given electrodes. When discharging a jar by inter- 
posing a conductor between the opposed coatings, the 
discharge always takes place before absolute contact, 
a spark appearing in the interval. By the length of 
this interval the length of the spark and with it a 
^nerul idea of the tension is definf^d, ~ 
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The old frictional electric macliiue operates with 
the earth ae a basis and charges the surface of its 
metallic prime conductor. Its geueral operation is 
exceedingly simple. A circular plate or a cylinder 
of glass is turned by hand. A cushion or pair of 
cushious are arranged in contact with the plate, so 
as to rub against it when rotated. These cushions 
are in communication by a metallic chain or other- 
■wise with the earth. The contact brought about by 
friction and the constant separation of the gluBS 
Burface from the cuehions charges the glass with 
vitreouB or positive, and the cushions vith resinous or 
negative electricity. The prime conductor which is 
proYided with a row or two rows of teeth, like a saw, 
nearly touching the glass as far from the cushions as 
poesible, partly neutnilizcs the escited glass by com- 
municating to it a charge of negative electricity, thus 
remaining positively excited. Meanwhile the earth 
is absorbing the excess of negative electricity from 
the cushious as fast as it ia produced by the rotating 

If the reader will examine any of the old type of 
frictional machines he will readily follow out the 
above. 

The machine liierefore estahlishea a charge ii> the 
prime condenser which, ae its bound charge, has the 
excess in the earth. This seneitiveuess of the earth 
to minute charges, strongly evidenced in the ground 
circuit of telegraph and telephone systems, is very 
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surprising. The great sphere seems as Bensitive to 
the amalleat exceaa as to the greatest. 

Thus a person standing on the gronnd receives a 
spark from the prime conductor of a machine that 
has been worked. This indicates the rejoining of 
the oKcesB of positive electricity on the surface of the 
prime conductor with the escesa of negative elec- 
tricity on the earth's surface. 

The application of this to the Leyden jar is inter- 
esting. In charging a jiir its inner coating generally 
is brought in contact with the prime conductor, and 
its outer coating communicates with the earth through 
the person holding it. 

The prime conductor communicates its charge to 
one coating, as just said, generally in practice the 
inner. The same quantity of the same kind of elec- 
tricity is expelled by induction from the other coal^ 
ing of the jar, going to the surface of the earth. 
Thus the earth returns to neutrality as far as the ex- 
citement of the particular machine in question is 
concerned. The inner and outer coatings of the j'ar 
become oppositely excited, coming into the same re- 
lations as those originally existing between the prime 
conductor and the earth. 

Tins the two bound charges are separated only by 
thin glass, whereas when the prime conductor held 
a charge it was hound by the earth's charge. 

The full discussion of the Leyden jar involves very 
complicated calculations; and what has been said 
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only givea a very general idea of its operation. It is 
interesting to note its action in the charging procees, 
when it conveys a charge to the earth by induction, 
although the jar has an insulating wall of glass be- 
tween its conductors. 

From the principles involved it follows that a Ley- 
den jar placed upon an insulator cannot be charged. 
There is a way in which a jar can bo charged with- 
out the intermediation of the earth. The coatings 
may be connected, each one to oppositely excited con- 
ductors. Each one is then charged from its respeo- 
tive conductor. 

This system is followed in influence machines and 
may be used with induction coils. 
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CHAPTER m. 

THB BLBCTEIO OUSEENT AND CIBCUIT — BELATI0S8 
OF BLECTBOMOTIVE FOBCE, RE8ISTAHCE, AKD 
CUBBBNT— TBLOOITT OF ELECTEICITT. 

The Electric Current and Circuit. 1 

When a body is charged with electricity we harft' 
seen that it indicates an equal and opposite charge 
somewhere else. The influence of an electrified body 
is to a certain extent like that of gravity — it may ex- 
tend eyerywhere through space. Juat as a man theo- 
retically cannot leap from the earth without pushing 
the earth away from himself an infinitesimal dis- 
tance, 80 an electrified body may determine more or 
less stress in the most distant regions. 

If now a conductor is stretched from a region of 
one charge to a corresponding region of another op- 
posite charge, it separates or makes a tunnel in the 
dielectric, and the ether stress is relieved along the 
line of the conductor. The opposite electricities at 
once begin to neutralize each other by flowing along 
the path opened by the wire. 

What part the wire and ether relatively play in the 
ttansmisaiou of the electricity ia still a mutter of dis- 
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In all practical calculations and work the 
wire IB aBsnmed to be a direct conductor and the 
only thing concerned in the conduction. Tiie paa- 
aage of the charges, if continuous, is called n current. 
Such passage to he continuons demands a constant 
supply of electricity, such as afforded by a battery, 
or a dynamo, or a constantly working electric ma- 
chine. 

The eaBiest and simplest analogy for a current is 
the flow of water. If we return to the reaervoira 
used as an illustration in preceding pages of this 
work, we find there the analogy of a current which 
e<iualizes two opposite charges. But it is obvious 
that to maintain a current from one reservoir to the 
other there must be some return path. This brings 
us to the conception of an electric circuit. Our 
water circuit must include what is virtually a return 
path, and so mnst an electric circuit. In some sense 
it must represent a complete cycle. 

A very familiar type of a circuit is given by a battery 
whose ends are connected by a wire. The current 
goes through the wire and, electrolytiealiy, through 
the fluid of the battery. If the continuity is broken 
anywhere, there will be no current. When the cir- 
cuit is complete, a current paBses. The continuous 
and complete one is called a closed circuit ; the dis- 
continuous one is called an open circuit. The open- 
ing of a switch or release of a wire from a binding, 
mSKsm is enough to convert one into the other. 
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If, in the hydraalic analogy the reservoirs be die- 
penaed with, and a centrifugal pump in action be 
taken to represent a battery or dynamo, then a pipe 
connecting its inlet and outlet will represent a wire 
carrying a current. The syatem is complete in itself. 
If a hole were made in the pipe the water would not 
rush out, ae the whole is self-contained. This ia 
the case with a complete electria circuit. 

It is obvious that the pump might be kept in ac- 
tion by pumping from an ocean and back into the 
same ocean without disturbing its level. This would 
represent what is known as a ground circuit. 

It was an early discovery in the telegraphic world 
that a complete metallic circuit was not necessary, 
but that in common parlance the earth could be used 
OB a return circuit. This type of circuit is repre- 
sented by a battery with a wire leading from one pole 
to any desired point, and then to the earth. From 
the other pole a second wire leads to the earth. It 
is immaterial on what part of the line the battery is 
placed. 

In this case the earth acts exactly like a conductor, 
with one difference: it has no resistance. 

No one can assert that the current in such a case 
really goes through the earth. One end of the line 
pours electricity of one kind into the earth. A cor- 
responding and exactly equal quantity escapea from 
the earth at the end of the other conductor, and goes 
to the battery. It is simply the case of the pump 
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and the ocean orer again. The eartli aote a? a great 
reservoir, and not as a conductor. Hence it is with- 
out resistance, just as the ocean would not have the 
resistance of a pipe. 

The action is the same as in the ease of a frictional 
electric machine just described. A centrifugal pump 
has been taken as the representjitive of an electric 
generator. Such a pump is peculiar in one respect 
as compared with piston pumps: if its inlet or out- 
let is closed, it does no work except such as is due to 
friction. To make such a pump run easily, the 
stopcock of the pipe leading from it should be closed. 
Then, were it not for friction, it would run on foreyer 
with hut little absorption of energy, and would 
maintain a difference of preseure. Incidentally it 
may be noted tliat the closing of a stopcock consists 

placing across the path of the water a substance 
ihrongh which it cannot pass, namely, a solid metal. 
The water current is surrounded by material of the 
same class, namely, the metal composing the walls of 

le pipe through which it flows. 

The battery or other electric generator operates in 

le same way. If its inlet or outlet conductor is 
closed by a substance through which the current 
cannot pass, it will, except for wasteful action, fric- 
;ioE, etc., maintain a difference of potential without 
absorbing energy or doing work. The closing and 
impassable substance may he any dielectric. Inva- 
lUblj in practice it is air, A switch is simply opened, 
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which amoants to inserting a maBS of air m the path 
of the current. The same dielectric in many eaaes 
aurronnding the wire, as in telegraph lines, defines 
the path of the current, as the metal walls of a pipe 
define the path of a water cuiTent, Air in euch a 
case represents to a certain extent the lead, iron, or 
brass of the water pipe, and represents exactly the 
metal of the plug of the water valve. 

The conductor of an electric current, though con- 
veniently pictured as a pipe, differs probably in its 
action therefrom. The ether surrounding it is sup- 
posed to be an active agent in maintaining the cur- 
rent; and the wire or conductor, while it carries the 
current also, enables the ether to do the work of 
pushing the current on its way. Thus some imagine 
a current not as determined by end action through 
a wire, but by a series of pushes or impolsea commu- 
nicated through the ether outside the conductor, and 
localized by it all along its own line. 

Melalions of Electromotive Force, Resistance, and 
Current. 
The cause of a current being the uniting of ti 
charges opposite in quality, it is defined as due to a 
difference of potential. If such is maintained be- 
tween two points connected by a wire or other con- 
ductor which forms a path for a current, it obviously 
represents a kind of current-producing force, one 
which can keep electricity in motion against resist- 
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ance. It is for this reason qIbo termed electromotive 
force, which for Bhortness ie often written E.M.F. 

Electromotive force is the force maintaining or 
capahle of maintaining a current through a conduc- 
tor. There is no perfect conductor known. Juat as 
there ia no frictioniess conduit for water, so there 
is none for electricity. Force therefore is exacted in 
canaing a current to flow through any patli opened 
for it. The cause for thia exertion of force is called 
resistance. 

In the case of currents the action of resistance is 
very simple. It restrains the intensity or strength 
of a current due to a given electromotive force, caus- 
ing more or less to flow through a circuit in simple 
proportion to the resistance itself. The three fac- 
tors, cnrrent, electromotive force, and resistance, are 
evidently interdependent. Their relations to each 
other are stated in the well-known Ohm's law thus: 
The current is equal to the electromotive force, di- 
vided hy the resistance. This famous law is at the 
base of a large proportion of electrical calculations, 
and its applications are developed in treatises on the 
subject of the mathematics of the science. 

While resistance thus affects the quantity of elec- 
tricity which flows under the action of a given elec- 
tromotive force through a conductor, it is without 
effect or action upon the velocity of transmission of 
an electric impulse. The facts that copper wire pos- 
sesBes less resistance than iron wire and also trans- 
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miU signiila quicker have no inter-relation with each 
other. A small copper wire transmits telegraph sig- 
nals more rapidly than a large one, the latter of 
course being of much less resiataiiGe. 

If we take a wire through which a current is pass- 
ng, and examine its electrical condition, we ehall find 
t a seat of electrical and thermal disturbances. It 

a seat of energy, and as energy is expended on it 

becomes heated. If by proper instniments we ex- 
amine the relative potentials of its different parts, we 
shall find a difference of potential existing between 
different places npon it, the differences of potential 
all falling in the one direction. This change of po- 
tential as it is expended in forcing a cnrrent through 
a wire ia termed the fall or drop of potential. If 
the conductor ia of uniform resistance, the fall of po- 
tential in any given portion will be in proportion to 
the length of such part of the wire. 

An excellent mechanical representation of the fall 
of potential is given by a wire subjected to twisting 
or torsion. The illustration shows an apparatus for 
carrying out this representation of an electric circuit. 
The vertical wire is supposed to represent a portion 
of a conductor. The twist which is given it repre- 
sents the electromotive force, and its degree is read 
off by the hands upon the dials. The weight which 

sustained, by the lever at the bottom being turned 
slightly with the twist of the wire, represents the 
current intensity. If the wire ia more twisted, it can 
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support a greater weight. The twieting is taken to 
represent electromotive force or diflerence of poten- 
tial, the increaee of which fuctor 
maintains a greater ctirrent through 
a eondtictor or wire, which increased 
current U represented by the heavier 
weight. 

On the wire the intermediate 
hands assume positions dependent 
on the amount of twist given the 
upper hand, and proportional ex- 
actly to their distance fi'om it. This , 
illuatratea the law of the fall of po- <.^? ^^^ 
tential. In a conductor carrying a 
current the fall of potential in any 
given part is proportional to the re- 
sistance of such part. Therefore if 
the conductor is of even section and 
resiBtance throughout, the fall of 
potential will be proportional to the 
length of any given portion. 

The decrease or fall of potential 
along an active circuit tends also to 
eliminate the idea of a current be- 
ing due to a simple end push. The 
electromotive force is present every- 
where in a circuit. The current 
is due to a determinable electromotive force in 
every active circuit, and fractional parts of the cir- 
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cuit are actuated by fractional parts of the electro- 
motive force. The portion of this total electromo- 
tive force expended in forcing the current tlirongh 
any Bection or division of the circuit ia in exact pro- 
portion to the relative resistance of such section. 

As an example, a battery of ten units' resistance 
may be assumed as supplying an outer circuit of ten 
units' resistance also. Then one-half of the elec- 
tromotive force will be expended in overcoming bat- 
tery resistance, and one-half in overcoming the 
outer resistance. If the same battery supplies aline 
of one thousand units' resistance, the energy ex- 
pended in the outer circuit is equal to nearly -f^ of 
the total energy. 

The efficiency of an electric generator is expressed 
by the resistance of the outer circuit alone, divided 
by the total resistance. In the last example this is 
given in the expression, 

or 99^ nearly. 

Such calculations are given in the mathematics of 
the science. The point to be established here is that 
relative resistances of conductors carrying constant 
currents define the expenditure of energy upon such 
conductors. The energy may appear as heat, as me- 
chanical work, or as chemical decomposition. The 
work done is due to a fall of potential along a con- 
ductor, and the fall is determined by the relations of 
tresis tan ces, 
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DIAGRAMS OF CIRCUITS. 



The subject may be analyzed dingrammaticolly, 

remembering that tlie identical current goes through 
all parts of a circuit, and that all Xractione of the line 
are subject to Ohm's law. Thus we may let a hori- 
zontal line represent the length of an electric circuit, 
say, 1,000 feet. At one end a vertical line may repre- 
sent the total electromotive force. Obviously, then, 
a diagonal forming the hypothenuse of the triangle 
will represent the average falling of potential down 
the line of wire or other conductor. 
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rBnt suppose that the line for equal lengths varies 
in resistance. Thus, assume that one-tenth the re- 
sistance is included in the first quarter, or 250 feet; 
then that 350 feet of fine wii'e are in the line, repre- 
senting one-half the total resistance; then that the 
next 350 feet represents one-quarter of the total re- 
sistance; while the remaining resistance, or fifteen 
one-hundredth B, is in the next and last section of 250 
feet. Ohm's law tella us that the fall in potential 
varies with the resistance. Hence our diagram must 
show for the four parts of our line of 1,000 feet a 
|all proportional to the resistance of each section, 
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The diagram prodnced in this way is given here. 

The angle of inclination of the separate lines indi- 
cates the fall of potential or electromotive force ex- 
pended on eflt;h section. 

This gives a pictorial representation of the condi- 
tions obtaining in a circait of varying reaistance. 




FlO. B.— DUOKAH < 



We might go a step further imd graduate the 
thickness of the inclined line to represent the resist- 
ance. As resistance is in opposition to the current, 
the line should be made thin for high and thick for 
lov resistance, as in the next cut. 

The reciprocal of a number is the quotient ob- 
tained by dividing 1 by the nnmber in question. 
The reciprocal of resistance is conductance. Hence, 
what was expressed in an indirect manner at the end 
of the lust paragraph may be expressed directly in 
terms of conductance. The thickness of sections of 
the line may represent the conductance. This in 
the above case would give such a diagram as is givea 
on the next page. 



VELOCITY OF ELECTRICITT. 



49 



This diagram, which tells at a glanoe the whole 
Btory of the cireuit, presents the aualogy to a water 
oondcit. The larger pipes manifeelly require less 
head of water to conrey the Sow, and hence are rep- 
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resented less inclined. But the same quantity of 
■water per hour or per second goes through all parts 
of the pipe, whatever its size. 

The Vdocity of Electricity. 
The velocity of propagation of an electric diaturb- 
aiiG3, in the practical sense, is a viiriahle quantity. 
The nature of the cIiBturbance, and of the mediuni 
for its propagation, are all concerned in the question 
of the velocity of propagation of a signal. The fro 
quent question. How fust does electricity tnu'el ? 
cannot be broadly answered. If the ether is moraeu- 
tarily thrown into and released from stress, or if its 
condition of stress is changed suddenly, a wave is 
started, exactly aa when a stone is thrown into a 
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quiet pond of water. Thia wave travels through 
Bpace with the velocity of light, ahout 30,000,000,000 
centimetres per second, which la about 185,000 miles. 
ItB velocity under all conditions as far as known ia 
invariable. 

A wave travelling through space in all directions 
has a spherical front. On the surface of water a 
wave started by a stone has a circular front. But in 
going in all directions through space, the contour of 
any wave, such as an air or an ether wave, it is obvi- 
ous, ia circular in all sections, or, what is the same 
thing, it is spherical. Hence its intensity diminishes 
rapidly, varying inversely with the square of its dis- 
tance from the point of origin. It is for this, as 
well as for other reasons, that the wave of electro- 
magnetic disturbance, with its high velocity of trana- 
mission, cannot be readily utilized in telegraphy. 
The difficulty of concentrating such a wave into par- 
allelism was to avoid the reduction of energy; and 
the interference of the curvature of the earth, coupled 
with the liability to interference with its path from 
other objects, has operated to render electromag- 
netic wase telegraphy of little practical use. The 
heliograph takes its place, with advantages of con- 
venience and simplicity. 

In practice the path of an electric disturbance or 
of the transmission of electric energy ia determined 
by a wire or other conductor. The popular notion 
of the velocity of electricity ia confined to the propa- 
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gation of a disturbance, snch as a telegraph signal, ^^| 
along a condactor. Now into this disturbance many ^^| 
elements enter. The line bas to be charged, as in 
ordinary land telegraphy, so that its capacity for 
holding electricity on the snrface of the wire ia con- 
cerned. All along the line of the wire the ether 
stress is chiinged. As the phase of stress runs down 
the line it advances like a wave, but like a wave the 
progress of whose foil development is retardeti. 

An uncharged line may be compared to a tube 
down which an impnlse ia to be given by a puff of 
air. A momentary blowing will send an impnlse 
through the tube which will take a longer or shorter 
period to attain its full strength according to its ca- 
pacity, or according to the intensity of the blowing. 
Pneumatic tabes have been used to ring bells, the 
impulse being given by squeezing a bulb at one end. 
This compressed tbe air and sent an impulse down 
I the tube, which rang a bell. 

It was at once found that the bulb had to have a 
large capacity compared to that of the tube, and 
small-bore tubes were naturally adopted for the pur- 
pose. In other words, small capacity of the pipe" was 
found to be a great desideratum. It is precisely 
thus in electric telegraphy and general transmission 
of signals, telephoning, and other intermittent trans- 
mission. The smaller the capacity of the line, tbe 
"fetter is the transmission of signals. 

The question in both cases, it will he seen, is not 
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how fast a. steady current passes through a line, but 
how long a wavelike disturbance will take, nnder 
specific conditions of line capacity and strength of 
original impulse, to attain a given intensity. 

In the case of the pneumatic signal tnbe and in 
the case of an electric telegraph the above condition 
exactly obtains. If one asks, Kow long does it take 
to send a signal across the Atlantic Ocean ? the ques- 
tion is thus interpreted by the electrician : An im- 
pulse being started through the cable, how long will 
it take such impulse to attain sufficient intensity at 
the farther end to actuate the receiving apparatus ? 
The elements entering are the electrostatic capacity 
of the line, the admissible strength of current that 
can be employed without injuring the cable, and the 
delicacy of the receiviug instrument. 

Thus, starting with an uncharged Atlantic cable, 'j 
if a current was suddenly started through it one-hnn- 
dredth (tJtj) of the full strength would be felt at the 
farther end in about one-fifth of a second. Henoe, 
with a delicate enough receiving instrument, this pe- 
riod would suffice for a signal to be transmitted, 
Tlie current would go on charging the line of cable, 
and its intensity would increase at the farther end 
until, at the end of about 108 seconds, nine-tentha 
of its full strength would be felt at the distant end. 
With a very slnggish instrument used as a receiver, 
it is evident that even this period might be reqoirei 
for a signal to be sent across the ocean. 
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It is known that with fine-wire lines of email ca- 
pacity a signal can be transmitted with approxi- 
mately the velocity of light. 

The ether in its wave actione and impulseg ehowa 

qualities comparable to inertia. In the case of a 
magnetic metal, such as iron, an electromagnetic 
action ia produced by a suddenly started current 
which requires energy and hence retards the wave in 
its transmission. The ijlectroatatic qualities of the 
dielectric surrounding the wire, air or gutta-percha 
or other material, aleo affect the velocity, as naturally 
does the size of the wire. 

It would seem that we would be justified in say- 
ing that in all eases the impulse would be trans- 
mitted in an infinitely small degree with the velocity 
of light. After this all the qualities and conditions 
named concur to determine the practical velocity of 
Bjgn ftl tranemission. * 



CHAPTER IV. 

FmTDAMETITAL UNITS AND THE RELATIONS BETWEEN ' 
ELECTROSTATIC AND ELECTROMAGNETIC UNITS 
— PRACTICAL units: THE VOLT, OHM, COULOMB, 
AJiD AMPERE — ELECTKIC EOKCE, WORK, AND 
ENERGY— CHEMISTHT OF THE CURRENT. 

Fundamenial Units and the Eelatiojis between Elec- 
trostatic and Electromagnetic Units. ^ 

When we do not know what a thing is, it is horA' 
to conceive of a definite quantity of it. But our know- 
ledge of electricity is derived from its effects. From 
the meaBureinent of its efEecta, therefore, we can de- 
fine a unit of quantity of electricity. 

When two equally electrified bodies, or bodiss fl 
charged with electricity, attract or repel each other I 
with a force of one dyne when one centimetre apart, ' 
each one ia charged with a quantity of electricity 
fixed by C.a.S. units. T hie quantity ia the C.G.8. 
electrostatic unit of electricity. It ia a perfectly de- 
fined unit, yet what it ia that is measured is of conrae | 
quite unknown. 

If two bodies repel or attract each other with soms J 
other intensity and at some other distance, the qaan~l 
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tity with which fkey are charged is easily determined. 
Suppose, for example, that a body charged with three 
units is attracted by one charged with sis units. 
The total attraction of tho six units of the second 
body for each one of the other three is obviously ex- 
pressed by sis, giving a total attraction expressible 
by six multiplied by three, giving eighteen. 

The force, being a radiant one, varies inversely with 
the aqiiare of the distance. Hence, the attraction be- 
tween two bodies, at any distance apart, must be di- 
vided by the square of that distance to reduce the 
interval to unity, provided the area of the bodies is 
small enough to keep them under this law of radiant 
force. 

From these considerations the idea of different 
quantities can be conceived of. A body from its 
attraction for or rei)nlsiQn from a definitely charged 
body — that is, a body cliarged with a known quantity 
of electricity — can readily have the quantity of ita 
charge determined. It is this supposed ether stresB 
that gives the basis for determining the unit in 
question. 

If one C.G.S. electrostatic unit of quantity passes 
through a conductor every second, the current is of 
unit strength, and this is the electrostatic unit of 
current. 

If the work done by this current in one second ia 
equal to one dyne of force exerted over a path one 
centimetre long, which is one erg of work, the 
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potentials of the ends of the conductor difler by one 
electrostatic unit of electromotive force. 

If the conditions of the two suppositions of the 
preceding two paragraphs obtain, the conductor has 
one electrostatic unit of resistance. Any unit of eur^ 
rent strength for electricity is such a unit as a gallon 
per second would be for water flowing through a 
conduit. Under the description of the ampere, more 
will bo said upon this subject. The unit includes 
the idea of a definite quantity flowing per second of 
duration of the current. The electrostatic unit of 
current strength, often termed intensity, is therefore 
a current passing one of the units of quantity each 
second. If a current passes more or less, its intensity 
is determined by comparing it with the standard or 
unit current. 

It is evident that from a unit current the unit of 
qnantity can be deduced. It is the qnantity which 
each a current passes in one second. In this way 
the electromagnetic unit is obtained. It is, though 
indirect, the most natural way, because current elec- 
tricity is electricity in motion, and electromagnetic 
unite are based on the latter form. The standard or 
unit current of the electromagnetic system is first 
determined, and from it the unit of quantity is de- 
rived, as given above. 

A unit current in the electromagnetic system is 
one which, passing through one centimeter of wire 
bent into an arc of one centimeter radius, exerts a 
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force of attraction or of repnlaion of one dyne upon ^H 
a magnet polo of unit strength placed at the centre ^H 
of carvatnre of the arc of wire. Such a pole is one 
which exerts one dyne attraction or repulsioo at a 
distance of one centimetre apon a similar magnetic 
pole. 

Such current poaees in one second one electro- 
magnetic nnit of quantity. Thia deduction, it will 
be eeen, is exactly the converse of the deduction of 
the electrostatic unit of cnrrent. 

When it is known that there are two complete sjs- 
tema of C.G.S. electric units — one the electrostatic, 
the other the electromagnetic — haaed upon these two 
fundamental reactions, the interest and importance 
of their relation to each other is obvioua. The com- 
prehenaion of such relation alao brings out the the- 
ory of electricity well, and gives a species of proof 
of the velocity of the electric current. It ia a pity 
that it ia not better understood, for certain difficul- 
ties attend upon the theory of its explanation. 

It ia found that the electromagnetic unit of quan- 
tity is 30,000,000,000 tiinea greater than the corre- 
aponding electrostatic unit. The explanation would 
be easy were electroatatic and electromagnetic lines 
offeree identical in all respects; but it is definitely 
certain that they are not the same. An electrostati- 
cally charged body does not attract or repel a magnet, 
and a magnetic pole doea not attract or repel an 
electroatiitically chai'ged body. Even this need not 
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proye diSerent ultimate and intrinsic qualities of 
the two kinds of lioea of force. But we see no rea- 
son for believing, jiwr se, that the electrostatic line of 
force is a series of molecnlar whirls or currents, such 
as the electromagnetic lines seem prohablj to be. 

It is generally believed that if a charged body were 
carried through space with sufficient velocity, i.e., 
with the velocity of the electric current or of electric 
waves, it would act, as regards induction, like a wire 
carrying a current. 

The general statement of the relation of the two 
systems of units, and its connection with the velocity 
of propagation of ether waves, which may be waves 
of any form of radiant energy — light, heat, or elec- 
tricity — is this: 

The repulsive or attractive force of the centimetre 
of wire passing a unit current is equal to that of 
the unit electroataticallj charged body. The same 
quantity of electricity is present in each; or one cen- 
timetre of wire passing a unit cnrrent contains, as 
long as the current passes, one electrostatic unit of 
electricity. The question now ia, How many electro- 
static units of quantity pass through the wire per 
second ? Obviously they are as many as the centi- 
metres of wire which the current passes through per 
second. If all the assumptions made above are cor- 
rect, then the relation of electrostatic to the electro- 
magnetic units gives the velocity of electricity in 
current form. 
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This may be made more clear by a recurrence to 
the hydraulic analogy. Suppose a pipe is of such 
size that one lineal foot of it contains a pint of water 
when full. Suppose a current of water is going 
through it at a given number of feet per second. It 
is clear that the units of quantity, in this case pints 
of water, carried by such a current per second will 
be equal to the number of feet per second which it 
travels. 

The velocity of the electric current is supposed to 
be 30,000,000,000 centimetres per second. The electro- 
magnetic nnits of quantity and of current strength 
are as many times larger than the electrostatic units 
as the current travels centimetres per second. 

This view brings out the difference between the 
two modifications of electricity, the electrostatic and 
electro dynamic forms. One is electricity in repose, 
the other is electricity in motion. 

If, hy trying the experiment, the length of wire 
passing an electrostatic unit current of electricity 
were determined, which wire would exert a dyne 
attraction or repulsion upon a unit magnet pole at 
unit distance, the length of such wire would give 
the velocity of the current. This would follow fron. 
the fact that one electromagnetic unit of quantity 
must be present at each instant, and always in the 
entire length of wire, since it exerts the force of one 
electromagnetic unit. It would be thirty thousand 
millions of centimetres long. 
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Tlma, SEpposing our water pipe to pass one pint 
of water per second, the velocity of the stream would 
be equal to the length of pipe over which one pint 
waa distributed. 

The velocitj of light is found by experiment to be 
equal to 30,000,000,000 centimetres per Becond. This 
is the velocity of the electric current deduced from 
or explained in the above considerations. It is one 
of the reasons for believing light and electricity to 
be in the same order of forces, and is one of the 
grounds for the upholding of Clerk Maxwell's electro- 
magnetic theory of light. It justifies the use of the 
hypothetical luminiferous ether in explaining elec- 
tricity, as well as light. 

It is to ha noted here that the velocity given above 
is more accurately defined as the velocity of propa- 
gation of an electromagnetic wave through the 
ether. The velocity of a current is really undeter- 
minable, except by the admission of some such hy- 
pothesis as the identity, in effect, of a current and of 
an electrostatically charged body moving with cur- 
rent velocity. 

Practical Uniis — theVolt, Ohm, Coulomb, and Ampere. 
We have already spoken of some fundamental 
units of mechanics. In practical work no one 
would use these numbers, on account of their incon- 
venient size. The same applies to electricity. There 
are the two complete series of electrical units, based 
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a the centimetre, gram, and second, which have been 
described in part as examples of the fundamental or 
C.G.S. units, but which are not used to any extent 
practically. 

These two fundamental systems are the electro- 
static and electromagnetic systems of electric nnits. 

Taking the electromagnetic fundamental units as 
the primary ones, from them the practical units are 
derived by the following process; Instead of being 
based upon the centimetre, gram, and GGCond, the 
practical units a,re founded on the following quan- 
tities: (1) One thousand million centimetres, (2) the 
one -hundred-thousand -millionth of a gram, and (3) 
the second. In powers of ten these nnmbers are 
expressed briefly as follows: (I) 10' centimetre, (3) 
10-" gram, (3) 1 second. Theunitsare lO'C. 10-"G. 
S. units. 

If for the centimetre and gram we substitute these 
multiples of them, the pmctical units may be de- 
dnced exactly as were the fundamental ones. There 
is a series of such units which threatens to become 
inconveniently long; but without entering into the 
mathematics of the science, some concrete idea of 
the meaning of the three most familiar of the prac- 
tical units may be given hero. 

The volt is the pnictical unit of electromotive 
force, or of difference of potential. If we recur to 
oar reservoirs of water, we should find a foot height 
of water a very convenient term to use as a unit of 
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difference of height or of head of water. Such 
unit, one foot of head, is in constant use bj all engi- 
neers. This is a precise analogy to the volt, which 
is the unit which ineasuree the tendency of an elec- 
tric charge to eaciipe to its opposite or bound charge, 
which tendency is the actuating force of currents, 
or is electromotive force. The volt is the cause of a 
current, but is not an attribute of it. It is the at- 
tribute of a circuit. The expression once so preva- 
lent, even with those supposed to be electricians, of a 
thousand-volt current or a hondred-volt current 
were incorrect and absurd. It would be almost as 
bad to speak of a thousand-pounds-to-the- square 
inch-flow or current of water. On the other hand, it 
would be correct to speak of a thousand-pounds-to- 
the-squ are- inch system of water-works or of a one 
thousand- or one hundred-volt electric circuit. 

A very familiar battery is the Daniell combination. 
It is made by immersing a plate of zinc in zinc sul- 
phate solution and a plate of copper in copper- 
sulphate solution, all in one veasel, the solutions 
being sometimes separated by a porous diaphragm. It 
can be seen in almost all telegraph offices in a 
modification called the " gravity " coll, in which tho 
diaphragm is omitted. A battery is a contrivance 
which converts chemic;il energy into electrical energy, 
and which maintains a ditference of potential between 
tho surfaces of the opposite plates. The Daniel! 
combination maintains a difference of one and seven- 
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one-bandredths volts between the surfaces of its 
plates. 

The unit of resistance is called the ohm. Every- 
thing has electrical resistance. Some things have an 
almost immeasurable resistance, or ofler an im- 
mensely powerful barrier to the passage of a current. 
Such are called insulators. Yet everything con- 
ducts to some extent ; and when an insulator is spoken 
of, it is only a relative term. The best insulator 
under the smallest electromotive force will carry a 
current. 

A column of mercury one square millimetre in 
cross-section and 1.063i metre long has the resist- 
ance of one ohm. 

The practical nnit of quantity is the coulomb. 

Take a conductor of resistance of one ohm, aay oar 
mercury column, and maintain a difference of poten- 
tial of one volt between its ends, and in one second 
one coulomb would pass through it. 

The practical unit of current strength or intensity 
is the ampere, also a much-abused term. It is the 
current of one coulomb per second, one which would 
be maintained through a resistance of one ohm by 
one volt potential difference between its ends. The 
combinntion just cited for the coulomb, therefore, 
involves a current of one ampere. 

A copper wire nine one-hundred ths (r^) of an 
inch in diameter and eight hundred and thirty (830) 
feet long, connected between the terminals of a 
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Daniell cell of no resiBtance, which would be one of 
inSnite size, would paaa a caiTent of oue ampere. 
Such a cell is of course inconceivable. A dynamo 
of negligible reaiatance might easily be used to main- 
tain the requisite potential difference (1.07 volte) for 
the above wire. 

A greater potential diflerence will maintain 
through the same resistance an exactly proportion- 
ately greater current, and vice versa; a greater reaiat- 
ance will diminish the current in exact proportion, 
and vice versa. 

The ampere is a unit of rate, and the expression of 
oue or ten amperes per second is redundant and uselei 
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The ampere is exactly analogous to a well-know! 
unit of water flow, the " miner's inch." This i 
unit aaed by miners and irrigators in the 
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and Pacific States. It denotes the rate of Sow of 
water which, ander a head of six iuches, will pass 
through a hole one inch square in a hoard two iuches 
thick. Let this head of water represent a volt, and let 
the resistance of the hole represent an ohm; thentho 
miner's inch would represent a current of one 
ampere. One miner's inch per second or per hour is 
redundant, as everything is said when the simple 
" inch " is expressed. It may flow for a second or an 
hour. As we may speak of an " ampere-second," a 
componnd unit, which we have just seen is the 
coalomh, so we may speak of a "miner's inch- 
second," which is .193? gallon of water. 

Electric Forco, Work, and Eiiergy. 

Energy and work in the mechanical world are in 
practice expressed in compound units, each composed 
of a unit of fall or rise multiplied hy a unit of weight 
such as a foot-pound. Electrical work and energy 
are expressed in compound units each composed of a 
unit of quantity of electricity multiplied. by a unit 
of fall or rise of potential. Thus energy is said to be 
expended in raising a quantity of electricity from 
a lower to a higher potential. 

The assertion is fair enough as an analogy, but it 
is often used as an expreBsion of fact. This is going 
rather too far, unless the force of the expression 
"raising " be" strictly limited to effecting a change of 
potential. 
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Taking a rolt as the unit of potential and a con*'' 
lorob aa the unit of quantity, the volt-conlomb Ik'J 
the practical unit of electrical energy or work. 

Taking now, as before, a triangle as the repesenta- ' 
tion of a cloBed active circuit, wc recognize in it two 1 
phases — one the expenditure of work, the other the , 
'expenditure of energy. Down the incline the ten 
nnita of potential, forcing a given quantity of elec- 
tricity per second through the resistance of the line, 
expend energy and do work. The work may appear A 
as and be expended in the heating of material, run- 
ning motors, etc. The energy thus absorbed has 
to be supplied ; and this is done by the generator or 
"battery, which doing work develops electrical energy 
up the perpendicular element, keeping to the tri- 
angle aa a representation of the operations. 




The inclined path may be assumed to represent a 
road down which a carriage rolls. The broad lines 
represent a good road, the narrow lines a bad one, 
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To maintain a constant speed, it is evident that the 
inclination mnst vary with the quality of the road. 
Thus, the carriage will UBe up more or less of its 
energy of descent according to the quality of the 
track it follows, provided it is compelled, as is the 
electric current, to maintain a constant rate. 

After going down the incline, thereby expending 
its potential energy, the carriage has to be restored to 
its origiuul position to repeat its course. This re- 
quires it to be raised up the vertical, which corre- 
sponds to the work of the battery in raising the fixed 
quantity of electricity back to its starting-point. 

The analogy is imperfect unless a ecries of car- 
riages, halls, or wheels perpetually going around the 
circuit is thought of. The flow of an electric cur- 
rent ia continuous. 




kA^lral line such as shown in the cut may be 

)3tea to indicate the full of potential in a system; the 
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work of the battery will be represented by the yerti- 
Otil line. Ab the buttery raises the potential, it ib 
expended in the descent of the current down the 
spinil grade. 

Mechanical rate of work is meaanred by foot- 
pounds per minute, or by any other unit involving 
height, weight, and time. Electrical rate of work is 
measured by a unit iuvolviug potential difference, 
quantity of electricity, and time. Thus, taking the 
units we have been using, we have as a rate of work 
unit a volt-coulomb per second, which is the same 
as a volt-ampere. 

A mecbanioat horse-power is 550 foot-pounds per 
second; an electrical horse-power is 746 volt-cou- 
lombs per second, which is the same as 746 volt- 
amperes. 

The energy carried by a wire may seem an intan- 
gible thing, but it can be determined by a method 
simple in principle. When a wire carries a current, 
the fall of p_otential between its ends is determined 
by regular methods, as is also the current which goes 
through it. By multiplying the fall of potential by 
the current, the electric energy absorbed by the wire 
is ascertained. The heat energy corresponding 
thereto is ascertained by placing the conductor in a 
water or other calorimeter and determining the 
amount of heat units produced. 

On this or on a similar basis the efficiency of dyna- 
mos and other generators is ascertained. The energy 
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Supplied to a mechaaical generator, such as a dj- 
namo, is determined in mechanical units such as 
horse-powers. Then, it being known how many eleo- 
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trical nnita correspond thereto and how many the 
dynamo prodncee, its efficiency is at once given. 

The Chemistry of the Current. 

An electrolyte is a liquid which is decomposible by 
the electric current and which necessarily is a con- 
ductor of electricity. 

An electric current which haa an electrolyte in- 
cluded in its circuit effects a chemical decomposition 
of the electrolyte if the conditions are proper, or 
adapted for such action. These conditions are ab- 
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solntely definite, and the decomposition can be 
exactly predicated of any given set of conditions. 

In a battery we see a decomposition effected, and 
the same action can be produced in another solution 
by a current produced by a battery or by any other 
means. It is easily illustrated in the experimental 
way by cutting a conductor at the desired place, and 
immersing its ends in the electrolyte. The electro- 
lyte ia decomposed if the potential difference is great 
enough. The end by which the current enters takes 
the oxygen or corresponding portion of the sub- 
stance, while the other end takes the element corre- 
sponding to the hydrogen. 

The case of the decomposition of water may be 
taken. In a glass is placed water, made a conductor 
by the addition of caustic soda, sulphuric acid, or 
other compound not too easily decomposed itself. 

To the ends of the conductors plates or wires of 
some conductor not attacked by the decomposing 
electrolyte are attached. To produce a more rapid 
action it is well to make these large. If of wire, its 
exposed end may be wound into a coil. In dilute 
sulphuric aeid plates of platinum are genei'aily used; 
in canatic-soda solution, iron acta excellently. 

The ends thus prepared are immersed in the water, 
and about two volts difference of potential are estab- 
lished between the two. As the current passes by 
electrolytic conduction, the water is decomposed into 
its constituent gases. From the end by which the 
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current enters, oxygen eacapes; from the other, hy- 
drogen. The molecules travel, giving up one con- 
stituent to one electrode and the other to the second 
electrode aa somewhat crudely shown here. They 
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may be collected, if desired, in separate f.ubea or 
vessela, as shown. Although the water prepared 
for the experiment is a conduotor, and can act as 
such with low potential difference, if the potential 
difference passes a certnin point, absolutely fixed for 
water as well as for other compounds, but differing 
for each specific decomposition more or less, it acts 
as an electrolyte, and conducts eleetrolytically only; 
it ceases to act aa a common conductcr. The vol- 
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Time of gases given off is exactly proportional to the 
quantity of electricity passed by the current. 

By currying out the decomposition in a closed 
vesBel the gases will be set free and will accumulate 
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under pressure. The most enormous pressures can 
thns be developed by the silent and unseen agency of 
the current. Two common gravity cells such as used 
ia a telegraph office could burst a cannon shell. 
The decomposition is called electrolysis, and the 
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immerBed platee or ends are called electrodes. The 
plate attracting the oxjgeit is culled the anode, the 
one attracting the hydrogen is called the cathode. 
All the nomenclature is rather cumbrous, and not 
Tery easy to remember. 

The same principles carried out for other chemi- 
cals brings about other decompositione. A aolntion 
of copper sulphate gives copper to the cathode and 
sulphnric acid to the anode. Silver cyanide in solu- 
tion gives silver to the cathode, and the decomposi- 
tion of an immense number of compounds have been 
elaborately investigated with regard to their heat of 
combination and decomposition, which are equal and 
equivalents, or rather reciprocals, of each other. To a 
definite beat of combination a definite voltage or 
potential difference correspouda. All these points 
have their place in the mathematics of electricity. 

The electrolyte, with its electrodes and cup con- 
taining it, when decomposed by a battery really rep- 
resents a second battery often in accord with the 
regular battery, as regards its polarity or direction of 
enrrent, which it then would aid in pro:lucing. Some- 
times it acts against the battery, producing what is 
called counter-electromotive force ; and this condition 
is sometimes brought about after decomposition has 
been going on for some time. In the storage battery, 
from the start, the current it would produce is op- 
posed in direction to the charging current. Each 
cell has about two and one quarter volts counter-eleo- 
tromotive force. 



ELECTSiaiTY SIMPLIFIED. 



1 



By this principle of electrolytic decomposition the 
electroplating of surfacea is executed. The most 
varied effects and eurioua methods may thus be car- 
ried out. Of course its application to silver and 
nickel plating, as well as to other metals, is familiar 
and does not require mention here. 

Among the curious processes may be mentioned 
the electroplating of flowers and insects. By giving 
these a delicate coating of some material which will 
conduct the current, and attaching to them the wire 
from the zinc plate of a battery or from any source 
of electrical current, while the corresponding elec- 
trode is attached to the other wire, and by then im- 
mersing both in a proper solntion, the object will bo 
plated with silver, gold, or copper as the case may 
be, giving a beautiful metallic flower, leaf, or insect. 
The most varied objects, large and small, have thus 
been reproduced. Some have even gone so far as to 
suggest the electroplating of corpses, and it is cer- 
tain that a death-mask, as the sculptors call it, could 
be thus effectually produced. 

Another ingenious application has been proposed 
for making complicated and hollow objects. Copper, 
for instance, may be electrically deposited upon a 
core of a fusible alloy, and the core afterwards may be 
melted out. This has been proposed as a method of 
constructing Argand gaa burners. 

Dissimilar substances such as platinum and carbon 
ElamentB can be connected by the electric deposition 
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of a metal upon and over their junction. This pro- 
cess, termed electric soldering, is used in making in- 
candescent lamps. 

If an object is slightly oiled, the electric deposi- 
tion can be removed if the object is not " nndercnt," 
or is not of sueh shape as to prevent it. Thus a 
reverse of the object is produced, upon which as a 
model a second deposition cim be made, giving the 
Toprodnetion of the original. 

What is moat striking about an electrolyte is that 
except for electrolytic conduction it passes no cur- 
rent. If enough potential difference is maintained 
between two electrodes immersed in it to effect its de- 
composition, the current it will apparently pass will 
be exactly porportional to the decomposition effected. 
For a given number of coulombs there will be pre- 
cisely a known weight of hydrogen set free if the 
solution is water, for instance. But the electrolyte 
must itself be a true conductor, and must have the 
power of actually conducting a current of lower po- 
tential. Thus chemically pure water is not an elec- 
trolyte becanse not a conductor. 



CHAPTER V. 

THE MAGNETIC CIRCUIT AND ELECTBOMAGNETI 
LINES OF FOECB — MAGNETS AND AMPKBE'S TH] 
GET. 

The Magnetir. Circuit. Electromagnetic Lines 
of Force. 

When two bodies are oppositely electrified, a str 
is produced in the ether in their neighborhood which "' 
is represented by the figurative expression, " lines of 
force." Faraday's great work consisted in deter- 
mining the extent of the sphere of electrical action, 
showing that ifc was not confined to conductors, but 
that by far the most of it operated outside of con- 
ductors. Something has already been said of lines 
of force. A theory of the constitution of an electro- 
magnetic line of force may be here shown. Tho 
term electromagnetic lines of force has a definite 
meaning, which involves a distinction from electro- 
static lines of force. A magnet or a piece of steel 
which has been polarized is affected by the electro- 
magnetic stress, and tends to place itself parallel to 
its direction; and if the magnet is used, the north 
^^ pole will always tend in the same direction with re- 
^^L Bpect to the polarity of an electromagnetic line. Jl 
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The electrostatic line of foroe, on the other hand 
^K^ot affecting the magnet or iron filings, is evidently 
different in conBtitution. 

Becanse of their action upon magnets or iron filings, 
electro magnetic lines of force are more readily pic- 
tnred to the mind. In this there is an element of 
<3anger, as the term "line" is only used as a matter 
of convenience. 

Unless otherwise specified, what is here said ap- 
lies only to electromagnetic lines of force. 

A line of force is supposed to represent the asda 
of a series of whirls of ether, which whirls are of molec- 
ular size. Thus, a series of curtain rings might be 
strung upon a stretched thread and caused to rotate 
around it. This would give some idea of the consti- 
tution of a line of force, and the thread would give 
its direction and its conventional representation as 
a simple line. 

The whirling of such a ring may be produced by 
stringing one or two curtain rings upon a piece of 
wire, which is then tightly stretched. On plucking 
the wire with the finger or sounding it with a violin 
bow, the ring will whirl around with extraordinary 
velocity, showing a very pretty figure by the reflec- 
f tion of hght from its bright surface. The same may 

be shown by a piece of string with a ring or even a 
button strung upon it. If such is stretched between 
the two hands, the same representation can be pro- 
dnoed. All this, of course, is merely a crude pictorial 
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repreeentation or model of the supposed constitution' 
of one of the whirls of an electromagnetic line 
force. 

The directioa and polarity of the lines of an actual 
magnetic field are eiisily studied. Without detracting 
from Faraday's unparalleled genius and work in this 
field, the ease with which electromagnetic lines of 
force can be mapped out and investigated conduced 
largely to the success of his investigations. 

Linos of force are studied most easily by the use 
of iron filings. These tend to arrange themselves 
parallel to and as nearly as possible in the axis of 
the lines. The field of force around a magnet is 
shown by placing a piece of paper over it, dusting 
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iron filings upon the paper, and tapping it. Tlie 
filings take a eymmetrical poBition, and ehow that 
Hues of force connect the opposite polea of the 
magnet. An example of this experiment is shown in 
the first cat, and the diagrammatical representation 
in the next cut. 




The circular lines of force which surround a wire 
carrying lE current are shown by pasBing the wire 
through a horizontal card, upon which filings treated 
as above arrange themselves in circles. The diagnim 
Fig. 18 shows the conception of the constitution of 
Buch lines of force, with their surrounding whirls. 

Lines of force possess several peculiar characteris- 
tioa. One is that in air and most other mediums they 
are influenced by a tendency to separate from each 
other, but at the same time tend to take as short 
paths aa possible. This separation is due to the fact 
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that air is & poor conductor for lines of force, or its 
permeance ia low; hence they spread about in order 
to go through aa large a mass of air ua possible. 
Another characteristic ia that in iron and in one or 
two other metals this diverging tendency is much 
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lesB marked; and if a piece of such substance be 
placed in the path of lines of force, a portion of 
them will crowd together into it, leaving their normal 
paths through the air for the better medium, iron, 
nickel, or cobalt. This is because the metals 
question have high permeance for lines ot force. 
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Lines of force mnst go from somewhere to some- 
wliere. In the case of a magnet they go in a general 
sense from pole to pole, as shown in the cat. They 
are assumed, in the case of a magnet, to also go 
through the metal itself. They do not in this case 
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all emerge from the poles. A multitude of lines 
start from all parts of the magnet and enter at cor- 
respouding points on the other side of its centre or 
neutral point. They may be traced by a small com- 
pass whose needle tends always to lie parallel with a 

line of force. ^ 

6 
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Every line, therefore, can be traced through s, cir' 
cuit. The magnet with its Unea of force represent* 
what IB kuown as a magnetic circuit. As magnetic 
polarization cannot be imparted to iron withonfc 
creatiou of both north and south poles, and &s a Yva& 
of force starting from a north pole must return to a. 
south pole, no magnetic lines of force can be estab- 
lished without the formation of a magnetic circuit. 

Here a difference from electrostatic lines of force 
appears. Every electrostatic charge is bouud^ — -that 
is, has an opposite and equal charge — somewhere. To 
this its lines of force go; but there is no circuit, there 
is only a connection. 

Lines of force in a magnetic circuit start from 
and return to all parts of the magnet except its cen- 
tre. All the parts of a magnet removed from the 
centre or neutral point have magnetism, and, if on 
different sides of the neutral point, are said to be of 
different magnetic potential, exactly as in the case 
of electric circuits. Hence this starting of lines from 
the sides as well as ends of the magnet is perfectly 
natural. 

The poiut is that only the centre of a regularly 
magnetized bar is without magnetism. If we go the 
least distance toward its north pole, starting from 
such central or neutral line, north polarity will be 
discovered, and the reverse if we explore toward the 
north pole. Difference of magnetic potential simply 
expresses the condition of an}i two points of a mag- 
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net at nnequal distances from the neutral line, or at 
equal distances on opposite sides. A line of force 
starting from a point of given north polarity will 
return to a point of equal sonth polarity, but not to 
a point of higher or lower north polarity. 

The perfectly circular line of force is such as 
those surrounding a wire carrying a current. Its me- 
chanical analogue ia seen in a smoke ring. These 
are easily made by cutting a hole in the 
side of a paper bos, filling the box with 
smoke and gently tapping its side. This 
■will cause smoke rings to issue, which 
have a whirling motion around the cir- 
cular asis of the ring shown in the dia- 
gram, Phosphureted hydrogen, inflam- °' 
ing spontaneously in air, shows the shape and rotary 
motion much better. Such are called vortex rings, ■ 
The reason for asserting that lines of force have 
this electric whirl aronnd them is that an electric 
curreat though a circular conductor creates lines of 
force within the area surrounded by it, and perpen- 
dicular to the plane of such circle. 

It is certain and evident that lines of force are 
maintained without the expenditure of energy. This 
would seem to offer a difficulty but for one thing — 
that we can assume that the electric whirls are of 
molecular dimensions, and that their current exists 
through a circuit of zero resistance, and hence repre- 
sent the expenditure of no energy. 
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A curious coincidence and perhaps true analogy is 
to be remarked here. One of the attempts at figur- 
ing the molecules of matter has centred in the vor- 
tex ring, as it is called, which has just been described. 
This ring possessRs various striking peculiarities 
which give it some resemblance to the aupposed 
ultimate molecule of matter. Now, in the electric 
world we find such ringa, no longer of molecular 
size bnt only of molecular thickness, surrounding 
an electric current, and distorted lines of such whirls 
or rings emanate from and return to points of oppo- 
site polarity in a magnet. 

As, for the sake of convenience, a positive and neg- 
ative quality is attributed to electricity, and the di- 
rection of the current is assumed to he from posi- 
tively charged to negatively charged objects, so in the 
case of lines of force emanating from a magnet a 
direction is assigned to them. They are assumed to 
go from positive (north) to negative (south) pole of 
the magnet which creates them as indicated in the 
cut Fig 17. 

Magnets and Ampire's Theory. 
Every one is familiar with the magnet. It is put 
as a toy into the hands of children. It is found by 
them to attract steel; and if they go far in their exper- 
imenting they find that like poles of two magnets 
repel and uulike poles attract each other. 

It appears to he an endless source of energy, but 



T3S MAONBt. 8S 

this, of course, is impossible. It is a seat of force 
only, and in a certain sense can be made to store up 
or accumulate energy. The attraction and moving 
of its armature or other piece of iron to its polar sur- 
face requires the expenditure of energy. When such 
is drawn away from it, the work of so doing stores 
up energy in the magnet lor the nest attraction. 
If a magnet was made and allowed to attract an 
armature through a distance, its attractive force 
should theoretically be thereafter that much weaker, 
and no more, because separation of the armatnre 
would store up energy for the next attraction. But 
for the first attraction no special energy was stored. 
The fact that a magnet ia not a seat of energy has 
not always been realized, and efforts are still made by 
inventors not conversant with electricity to utilize the 
magnet as a source of power. If this were possible, 
then perpetual motion would be discovered. Inqui- 
ries are often propounded as to what substance will 
cut ofl magnetic influence. This can only be done 
by some polarizable material which in itself will 
constitute an armature. The mere attraction of an 
armature and its retention only requires the exer- 
tion of force; the motion of an armature against a 
resistance such as its lifting through space re- 
quires energy. This diatinctioa is important and 
too little appreciated. A magnet holding its arma- 
ture attracted does no work. 
L When a bar of iron is wound with wire, insulated 
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or otherwise prevented from touching the iron and 
with its spirals not touching each other, the iron he- 
comea a magnet. It attracts iron and steel, eacli end 
repels one pole and attracts the other pole of a com- 
pass needle or other magnet, and it shows lines of 
force reaching from pole to pole and in general 
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the indications of possessing magnetism or of being 
polarized. 

If instead of iron a piece of steel is taken and 
treated thus, the effects are the same in general, ex- 
cept that a large portion of the imparted magnetism 
is permanent, and remains after the current has 
ceased. 

It is found also that the magnet thus made pos- 
sesses north and south poles, or, if suspended by a fine 
thread, or if fioated on a cork on water, will point 
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north and sooth approximately, and the same end 
"will always seek the north pole and the other the 
6011th pole of the earth. The poles are found to be 
lormed on one or the other end, according to the di- 
rection of the current which excited the har to mag- 
netiHm, 

If the observer is imagined as facing one of the 
poles of a bar wound with wire as described, it is 
evident that the cnrrent may be supposed to go in 
the direction of the movement of the hands of a 
clock or watch — "clockwise" — or the reverse. If 
the current goes clockwise, then the pole facing the 
observer is a south pole. If the current goes against 
the direction of the clock's hands, then it is a north 
pole. This is shown in the cut Fig. 19. 

Thos, by varying the direction of a current, any 
polarity desired may be produced. 

When a magnet is thus produced, the lines of force 
are also formed with all their characteristics. There 
is absolutely no di&ereuee between a permanent and 
current-formed or electromagnet, except that, the 
latter may be made much stronger than a permanent 
one. 

These facta give the basis for the famous AmpSrean 
theory of magnetism, devised by Andre Marie Ampere, 
the French scientist, from whom the practical unit 
of electric current- intensity is named. 

A permanent magnet is sapposed to be a locua 
around which electric currents are perpetually circn- 
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lating in the direction of tlie haods of a clock if one 
faoea the south pole or negative end, Ab a perma- 
nent magnet is not a seat of energy but of force, onlj 
the currents may be supposed to virtually consist of 
an aggregation of moleculur whirls in circuits of no 
resistance, and of molecular size, exactly as in lines 
of force in tlie air or any medium. Thus the cut 
shows at A the north pole and at B the south pole 
of a magnet, and a b and c ropresctit the minute 
active circuits. 



r^'^ 




Two currents going in the same direction tend to 
place themselves parallel. The earth's polarity by 
the Ampfireitn theory is accounted for by assuming it 
to be girdled by electric currents approximately in 
planes parallel to the equator, and going from east to 
west, opposite in direction to those encircling a mag- 
net whose north pole is pointing north. The ten- 
dency of the nearer portions of the two sets of circn- 
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lar currents, one aronnd the earth, the other aronnd 
the magnet, to coincide in direction, and to be par^ 
allel, causes the magnet to point north and eonth. 
The earth currents muy involve the expenditure of 
energy, and probably do. Poor eond iietor aa the sur- 
face of tlie earth may be, its interior may be better; 
and in any case the great volume of the earth would 
compensate for its normally high resistance. 

As amber was the material with which the first 
experiment in static electricity was performed, and 
gave its name to the science, so the natural loadstone 
was the first magnet experimented with. It was 
found at Magnesia in Asia Minor, and the name 
" magnet " is derived from that of the locality, 




If we follow out the fact that currents in the Si 
direction attract each other, the same diagram will 
show that the opposite poles of magnets should attract 
each other for the same reason. The direction of 




J 



BLECTRICITY 8IMPLIFIEt>, 



1 



the theoreticulAmperean currents in a magnet being 
in opposite directions at tlie two poles, it is evident 
that when opposite poles are brought face to face the 
Amp^reau currents will coincide in direction. 

To an obaeirer facing the north pole of the earth, 
the Amp^rean earth currents would seem to go in 
the direction of the hands of a watch. Thence it 
follows that, if the earth be considered a gigantic 
magnet, what we call its north pole wonld be really 
its negative or south pole. The confusion would be 
avoided if we call the positive pole of a magnet, the 
" nor th-ee eking," instead of north pole, and vice 
versa. 

Again, if the earth is a magnet, lines of force should 
emanate from it, running from pole to pole, and 
from intermediate spots south of the magnetic equa- 
tor to points of equal potential north of the equator. 
Such lines of force Lave been proved to esist and by 
ikductive action like that exercised by the field mag- 
nets of a dynamo upon its rotating armature a cur- 
rent is readily produced from them. The simple 
rotation of a coil about an axis properly placed is all 
that is uecesBary to produce a current. Such a coil 
is termed an earth coil and an example of one with 
galvanometer in the circuit is shown in Fig. 23. 

The lines of force should vary in intensity from 
the magnetic equator toward the magnetic poles, and 
a given earth coil rotated at a fixed rate should give 
difFerent cnrrents, those of greater intensity as it is 
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nearer to the magnetic poles. This is the case in 

fact, and is shown also in the varying directive power 
of the earth npon a msignet. 




■ On the earth's surface matters would he simplified 
if the Ampfirean currents coincided with the parallels 
of latitude. Then the true equator would mark the 
neutral liue or maguetic equator, and the magnetic 
poles wonld coincide with the poles of revolution. 
This IB not the case, however. The AmpSrean earth 
currents are slightly irregular, so that the magnet or 
compass needle in placing itself at right angles to 
these currents will not, except at particular places, 
point north. Thus, the magnetic poles of the earth, 
determined hy the intersection of verticals to the 
Amperean current lines, do not coincide with the 
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true polea. The irregularity also is in a perpetaal 
state of change. 

The compass needle, in seeking the magnetic poles, 
also tends to leave the horizontul, or to " dip," show- 
ing that the poles in qnestion have their locus below 
the acirface of the earth. 

A magnet, it is known, attracts a mass of Inert iron. 
It does this by creating in it AmpSrcan currents. 
Every piece of iron acted on by a magnet is for the 
time being a magnet itself. When iron filings are 
used to illustrate lines of force, or when a paper of 
tacks is emptied out upon a table, and is picked up 
by a magnet, every particle of iron is for the time 
being a magnet, its polarity being determined by its 
relation to the magnet. Each molecule of the tacks 
or filings is the seat of an Amp^rean current. The 
same remark applies to filings used to show the cnr- 
rent lines of force. Each filing is for the moment 
a magnet. 

Just as a magnet places itself at right angles to 
the earth currents, so it tends to place itself at right 
angles to artificial currents of electricity. Thus, a 
compass, brought near to a wire, indicates by its be- 
havior whether a current is passing through the wire 
or not. By referring its movement to the Ampferean 
currents, and remembering that the effort is for cur- 
rents similar in direction to be parallel, the direction 
of the current can be told by the movement of the 
needle. Of course if the wire lies in the magnetic 
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parallel^ it will be withoat effect on the compass 
needle, except to intensify or diminish its directive 
tendency. If it runs north and south and above 
the needle and deflects the north-seeking pole of 
the magnet to the east, then the current flows 
south; if to the west, it flows north. 

It is on this principle that most instruments for 
measuring currents, such as galvanometers, ampere- 
meters (or ammeters for brevity), and voltmeters, are 
constructed. The latter, although used for determin- 
ing potential difference, do it by measuring the cur- 
rent passing through their coil, and to that extent 
are amperemeters also. 

Some telegraph instruments, especially English 
ones, are based on this principle. Cable messages 
are often received by an instrument of this class^ a 
reflecting galvanometer. 



CHAPTER VI. 



ELECTROMAGNETIC INDUCTION AND ACTION OP CUR- 
RENTS UPON EACH OTHER — THE INDUCTION 
COIL AND ITS APPLICATIONa, 

Electromagnetic Induction and Action oj Currents 
upon Each Other. 

Indcction is a phenomenon of action at a dis- 
tance which was spoiten of in tho beginning of this 
work. A body receiving upon its face a charge of 
one kind of electricity immediately induces an oppo- 
site and equal charge somewliere else, which is bound 
to it by electrostatic lines of force. This is electro- 
static induction, and it continues as long as either 
body retains its charge or any fraction of it. Again, 
the attraction of a magnet for its armature, involving 
the conversion of that armature into a magnet for 
the time of contact or influence, is a form of induc- 
tion. Both these are examples of the eiercise of 
force by induction ; in electromagnetic current in- 
duction we frequently deal with the exercise of great 
energy by induction. 

If a wire through which a cnrrent is passing lies 
near to and parallel with part of another wire, which 
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re is bent into a complete or closed cir- 
;/^ '■^> no action takes place unless the current strength 
i, the first wire is varied, or the distance between 
^ft Tires or their relative positions are altered. Then 

tcomentary current at once is excited in the aeo- 
^txA wire. This is electromagnetic current induc- 
tion. 

Farther than what has been said, nothing need be 
Said about electrostatic charges and electrostatic in- 
duction. Electromaguetic induction is of more im- 
portance in the practical world, and will be spoken 
of here. 

It is the form of indaction which owes its exist- 
ence to electromagnetic lines of force, such us those 
which have already been spoken of. 

Electromagnetic induction is of importance in the 
every-day world, because upon it depends nearly all 
the recent work in electricity. The immense devel- 
opment of the science witnessed in the last two dec- 
ades is dne to the development of apparatus based 
on this particular form of induction. The single 
fact that dynamos and motors depend npon it for 
their action shows how practical a thing it is. 

In this chapter, when the word induction is used 
without qualification, electromagnetic induction will 
be meant. 

The first conception of induction may he taken 
from two parallel wires conducting currents. They 
may attract or repel each other, bat wUl never be 
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neutral. As we have seen, both are snrrounded by 
ring-shaped or annuhtr lines of force, of definite 
polarity, dependent on the direction of the current. 

If the current in both wiroB is in the same direc- 
tion, they will attract each other. This attraction 
may be referred to the annular lines of force. A 
moment's reflection, even without the aid of any dia- 
gram, will show that the portions of the lines of 
force nearest each other are of opposite polarity. 
Each annulus being of like total polarity, tangential 
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portioDB are of opposite. Two wheels rotating in 
the same direction, if brought together, will have 
the portions of their peripheries which are in con- 
tact moving in opposite directions. 

This appears as a case of unlike attracting unlike. 
If the attraction of the two similar currents for each 
other is referred to their lines of force, the phe- 
nomenon of attraction reminds as of electrostatic 
attraction. In the latter unlike attracts unlike. In 
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the attraction of similar currents the atlmctioQ of 
unlike for unlike ia found in the contlguoas por- 
tions of the lines of force surrouading the two wires. 

If, on the other huud, the currentB in the two wires 
are of opposite directions, they will repel each other. 

Again picturing the annular or ring-shaped Unea 
of force, it will be seen that the contiguous portions 
of these lines in the case supposed will he of identi- 
cal polarity, bo that the phenomenon reduces itself 
to a case of repulsion of like hy like. 
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Thus, the apparent exception to the rules of likes 
and unlikeB which is presented by wires, in which 
like currents attract and unlike repel each other, 
when reduced to phenomena of lines of foi-ce disap- 
pears. The general electrostatic law applies to the 
lines of force surrounding current-bearing conduc- 
tors. These lines appeiir subject to it, while the cur- 
rents are not. This is as it should be, because attrac- 
tion and repulsion ftrs di^p to etli nr stress which is 
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expreBsed in lines of force, as regards its direction 
and polarity, Again, we find in tlio repulsion of 
lines of force of like polarity a version of the spread- 
ing out of lines which has already been spoken of 
(pp. ~9 and 80). In the attraction of linea of 
force of opposite polarity we find the reverse state 
of things, as might naturally have been anticipated. 
These are two of the fundamental phenomena of in- 
duction. 

If now we take a single wire and bend it into a 



spiral, and pass a current through it, the aunnlar 




rings will blend, and approximately elliptical ring- 
ehaped lines of force will be produced. Resistance 
has been spoken of in connection with currents. It 
has its analogue, called reluctance, in connection 
with lines of force. These go more easily through 
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some sabstancea than through others. Iron, nickel, 
and cobalt are good vehicles for lines of force, or 
have low reluctance. Other materials have higher 
reluctance, and vary but slightly from air as regards 
their degree of the same. 

The coiled wire maintains a set of lines of force 
of rather low intensity, forming a magnetic field. If 
now a piece of iron is inserted in the coils, the field 
will be greatly inteneifiod, hocause of the good vehi- 
cle for the tr^namiBsion of Hues of force provided in 
the iron. The magnetic field becomes very dense. 
Iron possesses low reluctance. 

Electrostatic lines of force pass ont into space 
until they meet opposite ones. Electromagnetic 
lines, on the other hand, always return into them- 
selves. This gives the idea of a magnetic circuit. 
Every line of force of the electromagnetic kind in- 
cludes the idea of a magnetic circuit closely analogous 
to an electric circuit. 

The field of force created by coiled wires bearing 
currents, and strengthened in their action by an iron 
core, is the one used pnictically in dynamos and mo- 
tors. This field of force is no impracticable, dry ab- 
straction; it is at the basis of the action of every 
dynamo. All the electric lights and other powerful 
manifestations of electricity are due to the mainte- 
nance of such fields of force. 

A typical magnet, with the direction of its lines 
of force, is shown in the diagram Fig. 14. The 
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idea of a magnetic circuit is yery clearly shown here. 
The analogy with an electric circuit {generator and 
conductor bearing a current) is so good that the 
moat practical ciilculations of eleetromagneta are 
based upon laws similar to Ohm's kw, and embody- 
ing exactly similar ideas. 

Iron, having little reluctance, always concentrates 
in itself lines of force. The attraction of a magnet 
for its armature, or for any piece of iron, may be 
based upon the desire of the lines of force to take as 
good and short a path as possible. Their path is 
improved and shortened when the armature is in 
contact with the pole; hence the attraction of the 
magnet therefor. 

Thus, we have examined, although superficially, 
two typical cases of lines and fields of force. The 
next step is to see how a current can be generated 
by the agency of such a field. 

If two wires or conductors are placed cloBe to- 
gether, of which one only carries a steady current, 
the second wire vrill show not the least effect. But 
if the current in the other wire be varied in intensity 
or direction, then momentary currents will be in- 
duced in the other if its ends are joined so as to form 
a closed circuit. 

A theory or picturing of this is easOy conceived 
of. It seems perfectly obvious that any disturbance 
of the lines of force which represent ether stress, 
aod do not represent ether motion or ether waves. 
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"Will disturb the ether near them. The adjacent wire 
opens through the ether a path for a current. Uenoe 
the disturbance of the lines of force, involving waves 
of motion of tlie ether, establishes, as if it were by a 
species of sympathetic or harmonic vibrution, a set 
of circular lines of force around the axis determined 
by the path through the etiier opened by the other 
wire. But the forced, establishment of these lines of 
force entaiU a current through the conductor in 
their axis, because lines of force and currents are so 
intimately connected that one cannot exist without 
the other, and disturbance of or creation of lines of 
force always affects a current. The creation of new 
lines of force around an idle closed -circuit conductor 
cannot take place without the production of a cur- 
rent. Lines of force proper to a condnctor cannot 
exist without an accompanying current. 

The new lines of force are only determined by the 
change in the primary ones, and only exist while 
such change is taking place. Hence an induced cur- 
rent is of very short duration, and a steady current 
can only be produced by a continuous disturbance. 

A disturbance in the inducing conductor in the 
direction of increiised strength of current gives the 
lines of force an extra thrust, as it were, and they 
tend, as if by cog-wheel action, to give the new lines 
of force around the neighboring wires opposite polar- 
ity. This entails a siniiLir direction of polarization 
in contiguous parts, so that the two sets repel each 
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other. Thia is merely another waj of saying that 
the currents are in opposite directions, something 
which would follow from the opposite polarization of 
the lines of force. 

A disturbance in the direction of decreased strength 
of current, by letting the polarity of its circular lines 
of force diminish, gives a twist in the opposite direc- 
tion to the ether in contact with them. This in- 
duces lines of force around the adjoining wire of 
similar circular polarity. Hence, the new and old set 
of lines of force, having their contiguous portions of 
unlike polarity, attract each other, and, as the circular 
polarity is identical in both sets, the currents, origina' 
and induced, are in the same direction. 

All this coincides with the explanations given on 
pages 96 and 97. 

If we think of the circular lines of force in ac- 
quiring or losing intensity as being subjected to a 
virtual acceleration or retardation of polarization 
corresponding to a species of rotation, it will appear 
quite evident that they should thus affect the 
contiguous embryonic lines of force localized by a 
neighboring closed circuit. We have to imagine the 
circular lines of force as indicating the direction of , 
a circular stress in the ether. 

From a magnet's face and sides the magnetic in- 
fluence or lines of force proceed in lines not verj- far 
from straight in the immediate neighborhood of the 
pole. If the magnetic force is constant, there are 
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no ether wavea, but only ether Btress, and no current 
can be induced. If a wire of a closed inactive cir- 
cuit Ib moved among these lines of force, it is Bob- 
jected to ether stresses varying in inteuBity, which ifl 
another way of producing _ 

the effect of waves. As 
if by a species of friction 
against the lines of force 
of the magnetic field, the 
circular lines of force 
aronnd the wire are de- 
veloped aa before, and a 
current is started through a 
it. If the wire is approach- 
ing the pole, it is the same 
as if a wave due to in- 
tensification of current 
met it, and lines of force 
of opposite sense are pro- 
duced, or an inverse cur- ■ 
rent. If preceding from , 
the pole, exactly the op- ; 
posite effect is produced. 

Again, we may take two ^'°- ® 
bobbins, one A having a 

steady current passing around its coils, the other B 
ready to receive a current. If the inductor bobbin 
A is approached by the bobbin B, it is clear that 
lines of force of the direction a, a will thrust against 
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the ether Barronnding B, and we may imagine a ten- 
dency to force new lines into the direction b, b. Tlw 
currents of the windings of the bobbins, correspond" 
ing to lines of force of opposite polarity, such aa. 
shown, are obviously of opposite direction themselves. 
This means that if B approaches A a temporary cur- 
rent will be induced in its coils, of opposite direction' 
to that in B. If drawn away, then obviously the op- 
posite effect should follow, and does follow. Linea 
of force of identical direction are produced, with • 
consequent current of the same direction, as that 
of the current in A. IJI 

Two things are to be remembered; The current 
is induced in a closed circuit; no induction takes 
place without a change in the stress of the ether sur- 
rounding the induced wire. This change may taks 
the form of a wave, or the motion of the induced 
wire may produce a wave effect, and give the desired 
thrust, or whatever it may be, that determines the 
formation of lines of force and of a temporary in-. 
duced current. 

Recurring to the bobbins A and B, they may ap- 
proach in arcs or circles or in any way, but the mo- 
tion may always he resolved so as to give a resnltant 
indicating approach or recesBion. From this the 
direction of the current can be told. The law by 
which it is regulated is known as Lenz's law, which 
may be thus expressed: The induced currents are 
Buch as to develop reaistance to the change hrought 
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abont. ThuB, approach develops an opposite cnr- 
rent because opposite currents resist approach, while 
recession develops a current of similar direction 
because similar currents attract each other. Start- 
ing or intensifying a current produces effects cor- 
responding t<b approach, and stopping or diminish- 
ing a current corresponds in effect to recession. 

The direction of lines of force can be mapped out 
by iron filings or by a compass needle. Thus they 
seem to the mind te huve some real existence. The 
reactions among themselves have to remain little 
more than a metaphor, and this metaphorical pres- 
entation of the subject is for the present abont all 
that can be done to give the mind some picture of 
the induction of currents, 

I T}te Indudion Coil and Its AppUealion. 

, It is a simple matter, on the principles just de- 
scribed, to produce high-tension electric charges in 
small quantity from low-tension charges in large 
quantity or to do the reverse, A stick of sealing-wai 
rubbed against the coat sleeve may give a higher ten- 
sion than an enormous dynamo. The old-fashioned 
frictional electric machine is based upon this prin- 
ciple. The trouble with the frictional machine abd 
its successors, the influence machines, Holtz and 
Wimshurst types, is that they produce high-tension 
charges, but the current is apt to be intermittent 
and of very small quantity. Indnction coils were 
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deBigned to act as a anbstitate for frictiona] ma- 
chines. Thej provide a comparatively constant dis- 
charge through air, and can be modified ao as to give 
any ratio of currents and tension. 

The induction coil has received most important 
applications recently. It is the controlling element, 
used in the exact reverse of its original action, in al- 
ternating-current lighting, and it has been used in 
another application, also the reverse of the original, - 
for producing a current adapted for electric weld- 
ing. 

The action of a wire, through which an alternat- 
ing current, or other current suddenly varied is 
passed, upon a neighboring circuit partly parallel 
thereto, has already been explained. The induction 
coil is simply an extension of this idea. 

A bundle of straight iron wires laid together may 
be taken as the core upon which an insulated copper 
wire is wound. If a current is passed through this 
coil, it will create lines of force, which will be con- 
centrated by virtue of the presence of the iron. 

Such an arrangement is called a spark coll, and 
is in itself suflBcient to give a high enough tension 
to produce a spark. If the excited circuit is sud- 
denly opened or ehnt, a spark will appear at the 
point of "make and break." The electricity heaps 
itself up, as it were, and by a species of electric inertia 
accumulates tension enough to jump across the 
interval if not too large. Por a fair-sized spark the 
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Iaonducting wire muat have plenty of convolutions, 
and a good iron-wire core is esaentinl. The phe- 
nomenon IB attributed to self-iuduction, each convo- 
lation acting upon the others aa if they were in in- 
dependent circuits. 
The sparking seen sonietimea in telegraph instm- 
menta is due to the magnets acting as spark coils. 
The induction coil is an extension of the simple 
spark coil, Aroand an iron core is wound an in- 
Bulated copper wire provided with an arrangement, 
like a little hammer and anvil, or some equivalent, 
for very rapidly making and breaking the circait, or 

■ for reversing and alternating the current. A battery 
or some other generator is in circuit with this wire. 
Thiol is termed the primary. 

When a current is passed through it, the iron core 
becomes a magnet, and attracting the hammer draws 

it away from the anvil and breaks the circuit. The 

^^Liron core, then being no longer magnetized, releases 
^^H[ihe hammer, which falls on the anvil, and again closes 
^^^the circnit, only to be reopened. This succession 
goes on with the highest rapidity. 

Sparking is prevented to a certain extent by the 
use of a condenser, which is a series of sheets of 
tinfoil, with paper interposed between each pair. 
Each alternate sheet of foil is connected to ore and 
the other terminal of the primary coil. The charge 
' which would produce the spark on breaking, rushes 
kinto the condenser to be at once discharged in the 



108 ELECTRICITY SIMPLIFIED. 

Opposite direction through the coil, now on open cir- 
cuit. 

It ia obvious that very rapid and violent disturb- 
ances of the lines of force and consequent ether waves 
follow this snccession of makes and breaks. The 
disturbances are utilized by winding a second in- 
sulated wire over .the core, directly over or next to 
the primary. At each make and break a puleo of 
current goes through the secondary coil, as the other 
one is termed. 

The primary coil in ordinary practice is made 
thick, with comparatively few convolntions. The 
secondary coil is then made of fine wire, and of a 
large number of convohitions, and of great length. 

The tension of the electricity in the secondary 
depends upon the ratio of its number of tarns to 
those of the primary, the tension increasing with 
such number. 

ITiis describes the genera] construction of the 
regular induction coil. There are several things 
essential to the perfect operation and dnrahility of a 
coil. The great point is good insulation. The 
secondary wire shows the strongest tendency to an 
escape of current from one convolution to another. 
The method of winding the secondary is sometimes 
such as to prevent this, the convolutions furthest 
removed in potential being kept also as far removed 
in position as possible. 

In the practical calculations employed by the 
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gineers of the altemating-cnrrent system the circaita 
are calcalated ae varying in tension directly as the 
nlative number of convolations of the primary and 
secondary, and the currents in the inverse ratio. 

If the primary wire ia made very long, so as to in- 
clude many convolutions as compared to the second- 
ary, the secondary circuit will include a much lower 
potential difference. Thus the potential difference 
between the terminals where the primary current 
enters the coil may be one or two thoasand volts, and 
the terminals of the secondary may only differ by 
fifty or a hundred volts. The ratio can be made 
anything. In altemate^urrent lighting a common 
reduction of potential is from one thousand volts in 
the primary to fifty volta in the secondary. In 
electric welding the reduction is many times greater 
than this. In both these cases there is no mechani- 
cal circuit breaker. The original current is an alter- 
nating one and acts by induction upon the second- 
ary. The hammer and anvil or other make and 
break device is entirely omitted, the alternating cur- 
rent acting by itself. The lighting coils can be seen 
located o;i window sills and elsewhere on buildings 
supplied by the alternating current system of lights 
ing. They are termed transformers. 



CHAPTER VIL 

THE GALVANIC BATTERY — THE ELECTEOLTTE, AND 
THE LOCUS OF ITS POTENTIAL DIFFERENCE — 
POLABIZATION AND LOCAL ACTION — DIFFERENT 
EXAMPLES OF BATTBRIES — THE AEEANGEMBNT 
AND ACTION OF BATTBEIE8 — STOHAQE BATTERIES. 

The Galvanic Battery. The Electrolyte, and the 
Locus of Its Potential Difference. 

From a scientist's point of view, the electrostatic 
charge — that is to say, the charge held by a body — is 
of equal interest with the current. But as nearly all 
the great manifeetatione of electricity are due to cur- 
rentBjthe charge is apt to be thought of as something 
dry and unpractical compai'ed with the manifesta- 
tions of electricity in motion or in current form. 
The two are related intimately, as has been shown in 
preceding chapters. 

The oldest familiar method of producing a current 
is by the galvanic battery. Accepting the contact 
theory, we luay see how it explains the action of a 
battery. The simplest battery consists of two plates 
or pieces of different conducting materials immersed 
in liquid which acts more upon one than upon the 
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other. The plate most acted on U called the posi- 
tiTe, the other the negative, one. The original Volla'e 
element consisted of a plate of copper and a plate 
of zinc immersed in dilute sulphnric acid. Unlees 
special features are introduced or superadded, it is a 
Tery poor and inefficient battery. Yet it was with 
BQch an appliance that Sir Humphrey Davy performed 
his classic experiments upon the metals of the alkalies 
and produced the first voltaic arc. 

His battery had impure zincs and yielded large 
amounts of ill-smelling gas. From the first instant 
of immersion the bubbling and effervescing cups of 
dilute acid began to lose strength, and iu half an 
hour probably were nearly exhausted, whether in use 
or disconnected. A modern battery would hold its 
strength for a long time if not used, and if doing 
work would not soon become exhausted. Sir Hum- 
phrey Davy never worked with an appliance rela- 
tively poorer than the great battery of the Royal 
Institution. It must have required very active work 
to immerse its many hundred plates, and get any re- 
sults from it before its strength was expended. 

There are a great variety of batteries. The pur- 
pose of these chapters will be best subserved by first 
taking into consideration a battery in which an acid, 
■which may be dilute sulphuric acid, is the exciting 
liquid, and zinc, as in ninety-nine out of a hundred 
batteries, is the material of the positive plate. 

Jf the zinc is chemically pure, or if it js amalga- 
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mated or alloyed with mercury, and if it is not in 

contract with the other plate no action that ia visi- 
ble takes pkce. But if the plates are tested for 
charge, the zinc will be found to be of different 
potential than the copper. It follows th;it if in tmv 
way a discharge is effected, there will be thereby pro- 
duced a brief current. This can be done by bring- 
ing the plates into metiillic contact. But on effecting 
this, which is usually done by connecting the ends of 
u wire to each plate, the discharge will not be in- 
Btantaneous only, but will be continuous; in other 
words, a current will result. If elements enough in 
number and large enough are used, any conceivable 
current may be produced. It will produce the voltaic 
arc, or will melt the most infusible metals if they 
are made part of the metallic conductor or wire. 
Therefore a constant system of charging must take 
place. 

If the simple Volta combination is used, an effer- 
vescence, or escape of gas bubbles, from the surface 
of the negative plate will be observed. On collect- 
ing and examining these bubbles, they are found to 
he composed of the gas, hydrogen. No action is dis- 
cernible at the positive plate of amalgamated zinc ex- 
cept a gradual diminution in weight and size. Theory 
can he applied to the battery action to explain what 
is taking place. 

The chemist on examining the battery finds that 
water ia being decomposed. The oxygen of the 
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irater acts upon the zinc and oxidizes it, forming 
zinc oxide, which diaeolrea in the acid, caasing the 
production of zinc ealphate and wasting of the 
plate. The hjdrogen of the water goes to the copper 
and escapes from its sorface as the babbles already 
mentioned. Hence the battery is palling apart 
oxygen and hydrogen, which have been in the most 
intimate contact, namely, in chemical or atomic com- 
bination. As the two are torn apart by the superior 
affinity of the zinc for the oxygen, they come off op- 
positely charged with electricities, or differing in 
potential one from the other. This tearing apart of 
the two elements is continuously taking place as 
long as the plates are in metallic contact, so that a 
continuous discharge through the wire is effected 
or a current results. 

Water acidulated with sulphuric acid is a con- 
ductor. It might therefore seem to follow that the 
plates should discharge through the liquid of the 
element when the wire connection is not maintained. 
But the affinity of the zinc for oxygen, involving 
the holding of the water molecules iu unstable equili- 
brium, maintains a difference of potential iu spite of 
the watery conductor between. It so totally ehauges 
the conditions that no current whatever passes 
through the acid to discharge the plates, and, as far 
as any current may bo supposed to go through the 
liquid, it is in the nature of a charging current. The 
liquid, while a true conductor and capable of acting 
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as such under proper conditions, becomes an electro- 
lyte iu the battery and loaea its power of simply 
conducting a current. 

It ia not neceseary to adopt the contact theory, 
which is now rejected by many authorities. We 
may assume that different elements carry individual 
and invariable quantities of electric charge. The 
zinc attracts the oxygen atoms, combines with them, 
thus setting free their charge, to be taken up by the 
surface of the zinc or positive plate. In an instant 
it becomes so highly charged that it repels the other 
atoms of oxygen. When the wire ia connected it 
carries off this charge to the copper, and the zinc, be- 
ing discharged, is restored to a condition to attract 
more oxygen. 

The well-known diagram illustrates the action of 
the zinc and copper on the liquid in the battery. 
The oxygen keeps disappearing by combination with 
the zinc at one end of the battery; the hydrogen, 
by evolution as a gas, disappears at the other. At 
the same time the molecules keep exchanging atoms 
so that a constant travelling of the atoms from end 
to end of the liquid is kept up. In this way what is 
virtually a current goes through the water. It is 
perhaps, no current, properly speaking, the liquid 
simply effecting the continuous charging of the 
zinc with electricity opposite to that of the 
copper. 

Such a liquid is called an electrolyte, and this de- 
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composition, which is exactly proportional to the 
oarrent produced, is due to electrolytic conduction. 
Water, then, it not absolutely pure, can conduct 
electricity either as a regular conductor or electro- 
IjtJcally. A current may be cauaed to pass through 
it hj immersing in a vessel of the fluid two terminals 




or conductors coming from a battery or other source 
of electricity. If the difference of potential between 
the terminals is high enough, the water will be de- 
composed and will give off oxygen to one terminal 
and hydrogen to the other. The travel of the atoms 
in both directions takes place, and the water acta as 
an electrolyte. Whether a current goes through it 
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or not, we hsTO seen to be problematical. It ie 
enough to believe that the oxygen atoms carry off 
the electricity opposite to their own, and that the hy- 
drogen atoms do the same for the reverse quality of 
electricity. If the difference of potential, on the 
other hand, between the two immersed terminals is 
low enough, no decomposition will take place, and a 
true current will go through the fluid, which acts as 
an actual conductor in such a case. 

The degree of difference of potential required for 
the electrolytic decomposition of every compound is 
absolutely fixed, and has been determined for a num- 
ber of Bubatunces. 

The knowledge of this quantity tells the difference 
of potential which the combination of the elements 
of these same compounds will develop in a battery. 
The potential difference required to effect a decom- 
position is the same as that developed by the com- 
bination of the same elements. The potential differ- 
ence is also precisely related to the heat produced by 
the same combination or to the heat required to 
effect the same decomposition. 

The difference of potential maintained between 
the opposite elements of a battery is generally re- 
ferred to its terminals or binding screws. It really 
should be sought at the active surfaces of the plates. 
The terminals may be at a determinably lower po- 
tential difference than the surface of the plates, al- 
though in almost all cases the difference is so slight 
as not to be measurable. 
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I Pelanzation and Local Aclion. Different Examples 
J of Batteries. 

If the plates of a Volta'a batterj are connected by 
a wire, a current will go through it. But the cur- 
rent will very quickly weaken and in a few minutee 
will be so slight as to be almost useless for praoti- 
cal pnrposes. The battery is said to be polarized. 
Polarization was the great trouble scieutista of 
the days of Davy had to contend with in their bat- 
teries. 

Polarization in the electrical world is made to 
cover a multitude, of sins. Properly it denotes in- 
terference, due to internal causes, with the proper 
action of a battery. In the case of the Volta'a ele- 
ment the oxygen goca to the zinc and delivers ita 
charge of electricity thereto and combines with it, to 
be dissolved on combining with the sulphuric acid 
radical. This leaves a fresh surface of zinc, so that 
there is no polarization there. If there wore no 
acid in the water, then the surface of the zinc would 
become oxidized and would be no more attacked. This 
would be poiarizatiou, which is prevented by the 
acid. If we go to the other side of tho battery we 
find the hydrogen collecting on the copper plate in 
minnte babbles and presently escaping therefrom 
and creating an eflerveacence in that portion of the 
liquid, the copper remaining coated with these 
babbles. It ia thus insulated from the electrolyte, 
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the resiBtance of the battery is enormonBly increaeed, 
and it is polarized. 

Another interference is produced by the hydrogen 
having & high affinity for oxygen. Instead of a cop- 
per-zinc couple we have to a certain extent a hy- 
drogen-zinc couple. The latter is of far lower electro- 
motive force. 

This hydrogen polarization is dealt with in various 
ways. In the Smee battery, which is a modification 
of the Volta battery, the hydrogen is given mechanical 
aid to escape. The negative plate is made of silver, 
coated with minutely divided platinum. The escape 
of a gas from a liquid ia greatly facilitated by the 
presence of finely divided material. It seems to seek 
for points whence to start upon its npward journey. 
The platinized surface of the silver enables the hy- 
drogen to rupidly escape from the surface of the plate. 

In other batteries the same object is effected, also 
in a mechanical way, by agitating the solution or by 
constantly moving the negative plates. Sometimes 
air ia blown through the solution which carries off 
the hydrogen. 

The chemical way of absorbing the hydrogen is 
more often employed. It consists in surrounding 
the negative plate with a solid or a liquid which com- 
bines chemically with the hydrogen. Such a liquid 
is dilute nitric acid, or a Bolution of chromic acid, of 
acidified potassium bichromate, or of acidified potae- 
sinm permanganate, In Grove's battery the negatirdfl 
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element is platiuam surrounded by dilute nitric acid 
as a depolarizer. In Bunsen's battery it is a piece of 
carbon in a depolarizing solution of sulphuric acid 
and potassinm bichromate. 

In both theBe batteries it is an object to keep 
the hydrogen-absorbing or depokrizing liquid away 
from the zinc. At the same time the continuity of 
the liquid must be preserved or it frill cease to act 
as an electrolyte. A cup or receptacle of porous 
material, such as earthenware, unglazed china, or even 
a parchment-paper bag, is used for this separation of 
liquids. The porous cup is placed within a fi^laaa 
one of considerably larger size, thus giving two com- 
partments. In one ia placed the negative plate with 
its depolarizing Bolution; in the other the positive 
plate with the dilute acid. 

It will be evident that this ia a very imperfect 
way of separating liquids. Diffusion inevitably goes 
on through the porous walla, but up to the present 
time it is about the beat solution of the trouble. 
Electrolytic action ia itself a apeeiea of difluBion. 

While diffusion of the electrolyte is thus a necessity, 
diffusion of the depolarizer is a defect. The latter 
trouble could be and is sometimes prevented by the 
use of a solid depolarizer. But the chemical action 
of a solid is so sluggish that batteriea of this type, 
while they will eventually depolarize themselvea for 
large quantities of electricity, quickly polarize when 
in action. They need periodical rest to recover their 
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energy. Such are called open-circuit batteries, as 
being only suited for work on lines kept open or 
disconnected for most of the time. 

Leaving the hydrogen-prod Ecing battery, we may 
examine another combination incapable of this species 
of polarization. 

If the negative plate or electrode were hydrogen, 
it is obvious that there would be no hydrogen polar- 
ization. The Daniell battery uses a solution which 
instead of hydrogen deposits copper upon a copper 
negative plate, and hence it is free from hydrogen 
polarization. It contains a copper negative and a 
zinc positive plate. The copper plate is immersed in 
s solution of copper sulphate, the zinc in a solution 
of zinc sulphate. A porous cup is used to separate 
the two liquids. Under the action of the current the 
copper sulphate is decomposed. The copper is de- 
posited upon the copper plate, merely increasing its 
thickness, but not altering in any way its electrical 
position. The sulphuric acid radical combines with 
the zinc. In some copper sulphate batteries the 
porous cup is not employed, and the different 
specific gravity of the solutions is relied on to keep 
them separate (gravity battery). 

In the Dnnioll combination is found a good illus- 
tration of injurious local action. If the battery is 
left with the connection between the plates broken, 
or on open circuit, the copper sulphate diffuses 
through the rest of the liquid, and attacks the zinc, 
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difsolTmg it and depositing motalUc copper npon it. 

This action is injurious us it wastes zinc and copper 
enlphate, and even tends to produce a species of po- 
larization. 

The Volta and Smee batteries are eiamplea of single- 
fluid combinations, the others of two-fluid combina- 
tions. 

Sometimes, as has been said, solid depolarizers are 
employed. Thus in the Lecianche battery binoxide 
of manganese is the agent for disposing of the hy- 
drogen. The porous cup contains a carbon plate 
surrounded by a mixture of carbon in powder and of 
binoxide of mangLLnese. The latter is reduced to 
Besquioside by the hydrogen. The Lechmche battery 
is extensively used on " open-circuit work," in the 
telephone service and for bell-ringing. 

Other causes operate to impair the power of batter- 
ies. One is poor diffusion. The liquid directly be- 
tween the plates is acted on more strongly in the 
electrolytic way than any of the rest. Hence it is 
the first to be exhausted, and difEusion from the rest 
of the vessel has to replace it. This takes place 
rather slowly. Agitation of the liquid by mechanical 
means helps diffusion. The blowing air through 
the liquid, already mentioned, acts to facilitate diffu- 
sion as well as to remove hydrogen 

Some batteries are eoustniflted with a view to pre- 
vent diffusion so as to avoid local action. A jelly is 
often used to retain the electrolyte. Such are called 
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dry batteries, and are adapted only for open-circuit 
work. 

The Arrangement and Action of Batteries. 

A cup of acid, with a plate of zinc and one of cop- 
per immersed in it, as we have seen, forms a battery. 
The ends of the plates projecting from the liquid 
are connected to the wire through which the cur- 
rent is to go. The current thus given is compara- 
tively weak. It may be increased by connecting more 
cups together. 

The exact function of a single couple should be 
clearly understood. It maintains a specific differ- 
ence of potential between the surfaces of its two 
plates or, what is the same thing, between the ends of 
the wire connected to the battery terminals. It also 
introduces a specific resistance which depends npon 
the nature of the solution and varies In amount in- 
versely with the facing areas of the plates and with 
their distance apart. Yet attempts to calculate this 
resistance by the specific conductivity of the BoJn- 
tion are not practically saccessfnl. 

Having a number of cells at our disposal we can 
halve the resistance of a single cell, without change 
of potential, by combining the two cells in parallel. 
This is done by connecting both negative plates 
together, as well as both positive. This gives US what 
is virtually a single cell of a battery, having the same 
electromotive force or potential difference, but only 




I 



ARRAN&EMBNT OF BATTERY CELLS. 12S 



I One-half the resistance of a single cell. A third cap 
Can be connected in parallel with the other two, 
Trhichwill give one- third the original resistance, with 
the same potential difference, and so on. 

If, on the other band, it is the electromotive force 

■ that is to he increased, the cells must be connected 
in series. This is done by connecting the copper or 
oarbon of one cell to the zinc of the other, the ends 
of the live wire or main conductor connecting one 
with the final negative, the other with the final posi- 
tive, plate. Two celb thus arranged will produce 
double the difference of potential, but at the same 
time will give double the resistance. 

The two systems may be combined in one battety. 
Thus, one pair in series may be placed in parallel 
with another pair also in series. To do thia, two 
negative and two positive plates are connected right 
through, requiring four cells. This gives the resist- 
ance of a single cell and the electromotive force of 
two cells. 

The full investigation of the arrangement and 
number of cells for different purposes belongs to the 
subject of electrical calculations. It ia enough to 
understand the role of the battery in general. It 
maintains a difference of potential between its op- 
posite poles, andintroducea the hurtful element of its 
own resistance into the circuit. From this i 
, onriouB conditions arise. If the minimum number 
I- -of cells for a given current are required, the resistance I 
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of the cells nrnst equal that of the external circuit. 
Suppose next that there are a number of cells placed 
in series but connected bj a short, thict wire of prac- 
tically no resistance. Any number of cells may be 
added in series to those already there without giving 
any more current ; because as fast as the diflerence of 
potential increases, so does the resistance in the same 
ratio. 

If, on the other hand, the external circuit ia very 
long or of high resistance, and the colls of the battery 
are arranged in parallel, any number may be added 
in parallel and the current will be increased only by 
a very minute amount. What is wanted in this case 
is higher electromotive force. The cells should be 
arranged in series. 

In either case the maximum current would be 
given by having the resistance of the battery equal 
to that of the line. The cells were arranged to the 
worst advantage possible in both supposed caaea. 

We have seen in chapter IV. that electric work 
ia measured in volt-amperes, or, if we follow out Ohm's 
law, is proportional to the square of the current mul- 
tiplied by the resistance. This is deduced by alge- 
braic transformation of the original equation. From 
this proposition it follows that a battery does work in 
sending a current through a resistance. This resist- 
ance includes the entire cirenit, battery and all. It 
follows also that any portion of the circuit receives a 
quantity of work proportional to its resistance. This 
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IB becaase in a single circuit precisely the anme coio 
rent goes througli every part of it at the Bame tima 
Ab only the resistance varies, the work expended on 
any partof the circuit ia proportional to the square of 
the resistance. 
The fact that the current is the same in all parts 
a circuit, although obvious enough, lias more th^in 
Lce esctiped apprehension by workers in electricity. 
Where a number of electromagnets are arranged in 
series on a circuit, aa in automatic telegraph systems, 
to have them work evenly their resistance need not 
be equal. The number of convolutions must be the 
same, irrespective of resistance; yet it ia on record 
that the error of supposing that the resistance was 
the controlling factor was committed by a profes- 
sional electrician. 

The circuit is composed of the wire or other con- 
dnetoT connecting the extremities of the biittery, and 
of the battery itself. The current ia generally, for 
convenience or as a matter of course, asaumed to go 
through the battery. The battery in reality is work- 
ing as an electrolytic conductor, its resistance may be 
termed an electrolytic resistance, and caunot in 
practice be calculated with any accuracy as an ordi- 
nary resistance. The battery expends its energy on 
maintaining a difierence of potential at its extremi- 
ties against the constant di-aught made upon this 
lotential by the current. This difference causes a 
Trent to go through the wire. Meanwhile in all 
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the battery cops the atomic migration of oxygen to 
sine or positive plate and of hydrogen to carbon or 
negative plate, or 6ome eorreeponding action accord- 
ing to the battery, is taking place. This amounts to 
a continnoud resnpplying of the charge taken from 
the poeitive to the negative plate by the wire of the 
external circuit. Thie travel of the atoms is as if a 
quantity of infinitely email receptacles of electricity 
were pouring oat their contents into the plates of the 
battery. 

This conception, it will be seen, brings out the 
theory of electrolytic conduction by excluding the 
existence of a current properly so called within the 
battery, the battery acting as a replenisher of the 
electricity exhausted from the terminals of the battery 
by the wire connecting them. At the same time the 
atoms travel more or less easily according to the 
space they have to travel over and according to 
the cross-sectional area of their path. This Tarifr^v 
tion in ease of travel constitutes the variation in r»«] 
sistance of the battery. 

Given quantities of oxygen and hydrogen always 
deliver equal quantities of electricity to their re- 
spective polos. The conditions may be such that a 
higher or lower difference of potential is established 
and maintained at the terminals, but the current is 
exactly proportional to the oxygen consumed by the 
zinc or zino consumed by the oxygen, according to 
the way we look at it, and the same for the other con- 
etituents. 
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Thas, in a copper-sniphate battery {Daniell's, 
Gravity, etc.), if we weigh the copper plates before it 
goes to work and then take a current from it, we 
can determine what qaantitj of electricity its current 
delivered by weighing the same plates at the con- 
elusion of the time of action. Their increase of weight 
will be exactly proportional to the quantity delivered 
by the current, or to the conlomba or other unit of 
quantity. In like manner the zincs might he weighed, 
and their loss of weight would be proportional to 
the same thing. The copper sulphate expended 
might be determined with the same result. 

It mast he anderatood that each quantity would be 
different, but that the quantity of each constituent 
would be proportional to the current in its own partic- 
ular ratio. 

Again, from another combination the same quantity 
of coulombs might be taken at nearly double the 
potential; yet the same quantity of zinc would be 
dissolved, notwithstanding the higher potential of 
the battery terminals. Consumption of chemicals 
corresponds to coulombs of electricity; difference of 
potential corresponds to relative chemical affinities. 

The law of electrolytes, as explained under the sub- 
ject of the chemistry of the current, applies accurately 
to the plates and solution of the electric battery it- 
self. If the current from n battery decomposes a 
given amount of an electrolyte in a separate vesBel, 
the decompositions in the battery itself will he ei« 
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actly in the proper ratio, depending ou the atomic 
weights and Talencies of the elements decomposed in 
tbe battery and in the electrolytic cell. 

Storage Batteries. 

An ordinary battery consists of a positive element 
attacked by the active solution, of a negative element 
nnattacked thereby, and of some kind of depolarizer. 
The constituent parts are procured ready made from 
the chemical factory, zinc works, etc., and are in- 
troduced with water into the cnpa, and the battery is 
said to be set up. In use it runs down, the positive 
plate dissolves, the active solution and the depolarizer 
become exhausted, and after a while it has to be 
recharged. The old spent solutions are generally,j 
thrown away. 1 

If for the ordinary type of positive plates or ele* 
ment and for the depolarizer we substitnte materials 
which can bo produced in a cell by a galvanic current, 
namely, by electrolysis or electroplating, we have a 
storage or secondary battery. Where an ordinary 
battery is emptied and recharged, a storage battery 
is simply treated by passing throngh it a current in 
the direction opposite to that of its own natural cur- 
rent. After it has been exposed to the current it 
becomes electrolyzed. Upon one plate there may be 
deposited or formed the depolarizer, npon the other 
the positive material is formed and the exhausted 



J 



w 



STORAGE BATTERIES. 139 

Bolntion in doing thia is decomposed and restored to 
an active condition. When the charging current fs 
Btopped, and the battery is put to work, it delivers a 
current in a reverse direction to that of the charging 
current, and in doing ho it gradually undoes the work 
which has been expended upon it. When its power 
rang down, it is again recharged and is again ready 
for work. 

This is the general mode of action of storage 
batteries. The favorite type ia the lead-sulphuric acid- 
lead binoxide type. These consist of leaden plates 
for the elements. One aet of plates, the negative 
ones, is chaiged with lead binoxide aa a depolarizer, 
the other set with finely divided metallic lead as the 
positive element, and the solution is dilute snlphuric 
acid. 

The action ia not yet perfectly settled, bntin gen- 
eral ia as follows: The spongy lead of the positive 
plates, when the current piissea, ia converted into 
lead sulphate. The hydrogen which goes to the 
negative plate ia osidized into water at the expense 
.of the oxygen of the lead hinoxide, and a difference 
of potential ia thus established, which is used to pro- 
duce a current. 

It will be noted that no current would be produced 
by two platea of lead. The depolarizer or film of 
lead binoxide must be considered both negative 
plate and depolariKor. 

When the charging current is passed through the 
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solution, another action possibly comes in to re-enforce 
the above charging process. The negative plate may 
absorb and retain directly oxygen, and the positive 
plate may do the same for an equivalent quantity of 
hydrogen. Then in the use of the cell the hydrogen 
is consumed and the ozygeu acts as a depolarizer. 

Grove's gas battery illustrates this last process 
perfectly. It consists of plates ot platinum immersed 
in pairs in cups of dilate sulphuric acid and con- 
nected alternately like the regular plates of a battery. 
Of course no current passes when the circuit is 
closed. But if a current is passed through the solu- 
tion with the plates as electrodes, and due to a suffi- 
cient potential difference to decompose the water in 
the cells or cups, hydrogen accumuktes on and in one 
electrode and oxygen on the other. On stopping 
the charging current, the battery is ready for action, 
and when connected a reverse current will be yielded 
by it. The hydrogen is the positive element, the 
oxygen is the depolarizer, and the platinum is the 
negative element. 

In point of time Grove's gas battery, which is a 
typical secondary battery, antedates all the present 
storage batteries, and was devised years before the 
name of storage or secondary battery was even thought 
of, and before any capitalist investigated the profits 
involved in the "storage of electricity." 

Secondary batteries, it will be seen, are merely con- 
trivaQces which substitute electrical for manual re- 




w 



WEIGHT OF arORASS BATTJSRIES. 



131 



generation or recharging of their cells. Their success, 
as far a£ attained, is dae to one circumstance — their 
possession of very low resistance. A primary battery 
cannot be made of as low reaistance within the same 
compasa. 

Their weight still is too great and militates strongly 
against them. The heavy leaden plates are but maa- 
sive skeletons for the support of very small portions 
of active material. While many other arrangements 
have been tried, at the present time the regular lead- 
plate combination is most used. 

The following figures are of interest in this con- 
nection. 

When energy is stored up in bent steel springs, 
about forty kQograms can be lifted one me'tre by the 
elasticity of a spring weighing one kilogram. 

When it ia stored up in air compreBaed to one-sixth 
of its volume, about four hundred and sixty kilo- 
grams can be lifted in practice, one metre by one 
kilogram of air. 

When it is stored in storage batteries, about 3,370 
kilograms can be raised one metre by one kilogram 
weight of battery. (Abridged from Daniell's " Phy- 
sics.") 

This gives a ratio per nnit weight in the three 
cases of 40:460:3370 or ofl0:115;84a about, 
showing that there is room for improvement in dimin- 
ishing the weight of the storage battery. 




CHAPTER VIII. 

DYNAMOS — MOTORS — TRANBMIBBION OF POWER, 

Dynamos. 

Nothing in electric practice looks striinger to one 
unaccTiatomeii to it tiiuii to see a whirling mass of 
wire, in contact witli nothiog but its bearings and 
the commutator brushes, act as the generator of a 
current that can illuminate a whole district of a city 
or do the heaviest kinds of electric work. The il- 
luBtratioir of induction given in a preceding portion 
of this work contains the germ of a dynamo's action 
in a crude analogy. 

Suppose two electromagnets, one excited and the 
other passive, to be mounted face to face, one being 
arranged with mechanism so as to be quickly slid 
back and forth, toward and away from the other. If 
the stationary, or field magnet as it would be called, 
were kept excited by an independent current, and if 
the circuit of the other unescited magnet were closed, 
then currents would be induced in the inactive mag- 
net as already explained, first in one direction and 
then in the other. The contrivance would be an 
alternating-current dynamo. 

While the current in the coils of the moving mag- 
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net wonld inevitably change in direction according to 
the way it was moTing, whether toward or away from 
the Gtationary or field magnet, it is easy to imagine 
eome enhsidiaiy mechuniam that would connect uU 
temately the ends of the outer circuit to opposite 
ends of the irinding of the moTiiig maguet — in one 
way when approaching, in the other way when re- 
ceding from, the field magnet. This would give pulses 
constant in direction but of varying intensity. The 
subsidiary mechanism is called a commutator. This 
. arrangement wonld be a constant-direction-current 
dynamo. 

Another thing is obvious — that the outer circuit 
might include within it the winding or coils of the 
field magnet, so that the mechanism would produce n 
current without external aid. It would then be a 
self -exciting dynamo. 

Very rapid motion is essentiji! to strong induction 
by the means described. It would be far easier to 
secure this by whirling the moving electromagnet 
around in front of the other than by reciprocating 
it. In practice rotation is invariably used. 

The moving coil of wire has to be wound upon a 
core of iron to entitle it to be called an electromag- 
net. The correct name for it is the armature. The 
purpose of the iron core is to concentrate the lines of 
force BO as to give what is known as an intense field, 
and also for another reason: the iron core of the 
armature forms part of the magnetic circuit, and to 
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avoid the expenditnre of more energy than is re- 
quisite in maintaining lines of force through the 
circuit the reluctauce of the circuit must be as low 
as possible. 

Of course a permanent magnet could be used as 
the field. In such oase no energy would be expended 
on its excitation, and the last remark would not ap- 
ply so fully. Even in this case the lower the reluct- 
ance the better is the design. 

A rotating armature, a commutator, and a field 
magnet or magnets, called the field for brevity, are the 
three essentials of a constant-direction -en n-ent dy- 
niimo. If the commutiitor is dispensed with, and a 
simple collector of any kind is used in its place, the 
three elements become substantially two, and we have 
an alternating- current dynamo. In these the field 
is usually excited by a separate source of current. 

Upon the shape and proportions of field, and of 
armature, and methods of winding, endless variations 
have been rung by different invontors. Generally 
the lines have settled down into a few typical forms. 
In practice these have to be varied to secure proper 
currents and proper potential difference at the ter- 
minals of the dynamo, all of which is the subject of 
mathematical calculation. 

It may be asked how a self-exciting dynamo is 
started. Iron that has once been magnetized always 
retains some of its mangetism. The fields of a dy- 
namo are always a little excited with residual i 
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netism, so that when the armature begins to rotate 

a slight current is at once indnced in it. This 
BtrengthenB the field, and the stronger field reacts in 
tnm to increase the current, bo that the normal 
strength is soon attained. 

Ordinary direct-current electric-lighting dynamos 
give from one hundred and twentj-flve to one 
hundred and fifty volts potential diSerence between 
their terminals. But this is far exceeded in alter- 
nating-current lighting. In this country an average 
potential difference is one thousand volts. In Lon- 
don this has been also exceeded. The great Ferranti 
dynamos at the Deptford central lighting station 
maintain an average potential difference exceeding ten 
thousand volts. Each of these gigantic machines is 
of ten thousand horse-power. The armature core is 
in the shape of a ring thirty-five feet in diameter, 
and weighing with its shaft two hundred and 
twenty-five tons. The field magnets weigh three 
hundred and fifty tons. To the armature shaft are 
connected two 5,000 horse-power steam engines, one 
at each end of the shaft. The whole installation is 
the most colossal piece of electrical engineering ever 



Motors. 

I describing a dynamo the armature has been 
spoken of as an electromagnet. If a current from 
an external source is passed into a constant-direc- 
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tjon-currejit dynamo, it will excite the armature so 
as fco make it a magnet in realitjj and will also ex- 
cite the fields. The current will enter at the ter- 
minala of the machine and will pasa throngh the com- 
mutator into the armature. The relation of parts is 
Bueh that in doing this it will develop north and 
south poles in parts of the periphery of the arma- 
ture distant from the nortli and south poles of the 
fields. As like poles repel and unlike attract each 
other, the armature will at once turn a little to satisf j 
both the attraction and repulsion. But as soon as it 
has turned a short distance the action of the com- 
mutator shifts the current, and new poles are estalKg 
lished in the armature back of the first and in the.l 
same relative positions which they at first occupied. 
The armature continues to rotate as the new poles are 
attracted and repelled, and after a few degrees of turn 
the commutator again acts as before, and shifts the 
poles back a little. This action goes on and the armii^ 
ture continues rotating as long as current is snpplied«,a 

It is evident that if there were no commutatoiy 
and if the armature had fixed poles, it never couliB 
rotate through a greater angle than one of 180°. 

The discovery that a dynamo is also a motor, or J 
the discovery of the reversibility of the dynamo, is I 
considered one of high importance. A dynai 
an apparatus for converting mechanical into electrio'S 
energy. If electric energy is supplied, it can thenJ 
convert that into mechanical energy. 
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The reciprocating and utterly impracticable type 

of dynamo was Esed as an illustratton of the principles 
involved in these mechanltims. It is impnkcticable 
because of the low speed with which it can be moved. 
But this objection does not apply to motors. A low- 
speed motor is very desirable, and the original motors 
were constructed on reciprocating lines. 

This reversibility of the dynamo brings about some 
curious results. If an electric railway is arranged 
with the motors on its different cars in series, rather 
au unusual arrangement, then, when a car is running 
down hill, its motor, instead of driving the car, is 
driven by it and becomes a dynamo, aud seuds cur- 
rent into the line. This helps to drive the other 
cars; so that it is quite conceivable that on a liue 
many miles might intervene between two cars, yet 
one running down a steep hill would pult the other 
one along the liue and help to pull it up a distant 
hiU. 

When a dynamo is generating current it absorbs 
mechanical energy. Heuce the electric carin running 
down the hill and generating electrical energy has 
the mechanical energy due to its descent absorbed by 
the motor acting as a dynamo, so that a brake action 
is produced retarding the speed of descent. 

Thus two cars distant from each other may be as 
effectually connected in their movements by a slender, 
motionless wire as if they were attached to a traction 
cable. 
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' Transmission of Poiver, ^H 

I The tranemiaBion of power depends on the princi-^ 

I pies enunciated especially in the preceding pages 

I on batteries, dynamos, and motora. The transmisBion 

j of power by electricity involveB: (1) A source of 

electric energy, generally a steam engine or water- 
\ wheel and dynamo, sometimes a battery; (3) a line of 

wire to act as conductor; and (3) a motor. These 
parts being given, the method is obvious. The dynamo 
generates electric energy, which appears in the cur- 
rent-potential form, and the current flows through the 
conductor. It reaches the motor, which may be 
many miles away, and causes it to rotate. From the 
motor, by any of the ordinary mechanical appliances, 
I power is communicated to machinery. The ap- 

proved way of effecting the connections is to nse 
two wires, one for the current of one direction, the 
other for the current of the other direction. 

By means of the lines thus connecting the source 
of electric energy and the motor, electric energy is 
transmitted at any desired rate compatible with the 
' size of the wire and the admissible potential differ- 

ence or the current required. The rate of energy , 
expended in a circuit and portion thereof is propor- 
tional to the maximum difference of potential within 
the limits multiplied by the current rate. If, there- 
fore, the generator produces a high potential difler- 
I, less current will be required to give a specified 
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prodnct of potential difference and current rate; which 
is the Bame thing hb to give a Bpeeified rate ot trans- 
miBsion of power. Bat the sinatler current will heat 
a wire lesa ; therefore, the wire which can be naed for 
transraisaion of a Bpeeified power may be made emaller 
as the motor works at a higher difference of potential. 
The Bize of the wire depends entirely on the current 
to be transmitted, and has nothing to do with the 
potential difference maintained at the ends of the 
wire considered by itself. 

Thus the entire energy of Niagara Falls could be 
transmitted through a common telegraph wire, ex- 
cept that the enormous differences of potential in- 
volved would make the current escape by every possi- 
ble avenue of leakage, and would make the system a 
menace to every one near it. The wire, however, 
as regards heating, would be unaffected. 

At the present time electric railroads are the most 
familiar examples of transmisBion of electric energy. 
In the usual Btyie of electric tramway the dynamos 
at the station generate electric energy. One of the 
wires from the dynamo goes generally to earth. The 
other connects with the line, called colloquially the 
trolley wire, that runs along the road. Each car 
carries a motor, one of wliose terminals connects with 
the trolley, and the other with the earth through 
the wheels and rails. The current from the dynamo 
follows the trolley wire, enters the car motor by the 
trolley, and, after passing through it, goes to earth. 
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HhX) oars on electric railroads are usually worked 
in parallel. If the line of wire and tlie earth 
beneath it be figured as two paruUel condnctorB, the 
car motors are connected across from one to the 
other like the rungs of a ladder. The wire ia made 
of such size as to have low resistance, keeping the 
potential difference between all parte of it and earth 
as nearly as possible the same, whether several cars 
are drawing upon it or not, and irrespective of what- 
ever distance may intervene between the respectivo 
cars and the central or power station. 

Cars are also worked on complete metallic circuit 
and in series, as already alluded to. They have at- 
tained a far more extended application in this 
conntry than elaewhere. 
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OHAPTEB IX. 

I TBLXPHOKB A!JD KICBOFHONB — ELECTaiL 
KBHTISQ — THB BLECTRIC TSLKGtUFQ — THK 
DANGERS OF ELECTBICITT — CONDITIOSS FOB 
SECEITIXO A FATAL SHOCK. 



The Telephone and Microphone, 
A TELEPHONB may be conBidered a miniatnre 
motor and current generator, with a permanent field 
magnet. It is the simplest contrivance iniagiuitble 
altLoQgh prodnctiye of anch astonishing results. It 
consists of a magnot N S in a handle, around whose 
end a fine insulated wire U Is wound, and cloao to one 
of whose poles, the one nearest the coil of wire, a 
plate of iron D is placed. If a momentary current ie 
sent through the wire, the strength of tlio magnet is 
altered! it may be increaeed or decreased according 
to the direction of the current through the wiro. 
This alterntion suddenly changes the attriiction act- 
ing upon the irou plate, with the production of a 
noise due to the sudden change of pull upon and 
slight consequent motion of the plate. In this phoae 
of its work the telephone represents a motor. 

The telephone also can act as a dynamo or am u 
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generator of current. This it does when spoken into 
and used as a transmitter. If the pkte' is moved 
suddenly the lines of force are affected and a cor- 
rent in one or the other direction ia sent through the 
wire, aBHuming it to be ou closed circnit. If two 
telephones are connected, and one of them is spoken 
into, its diaphragm, as the iron plate is called, is dis- 
turbed and a great number of pulses of current are 
produced. These act upon the other telephone and 
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cause its diaphragm to repeat the vibrations of the 
other one. But this involves the production of 
sound, and of the same sound which originally pro- 
duced the disturbance; in other words, the telephone 



In this, which is the simplest possible arrangement, 
the telephone which is spoken into is termed the 
transmitter, the other is the receiver. These r6!es are 
interchangable. The diaphragm is made of ferrotype 
plate, the same material on which ferrotype or "tin 
type " photographs are taken. 
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The tronble vith the arangement is the vealcnees 
of the actnating currents. This troable is avoided 
by the nse of the microphone, also a contriTance of 
the utmost simplicity, but one which is incomplete 
in itself, as it can do nothing without a telephone 
and a battery or other generator. The Interest of 
the pair of connected telephones is that they are com- 
plete in themselves and are reversible. Either one 
jan be transmitter or receiver in turn, which means 
generator and motor. 

To arrange a microphone circuit, one may place in 
circuit a battery, two blocks of carbon, such as the 
lead of lead pencils is made of, and a telephone. The 
two blocks of carbon most rest one on the other bo 
as to form a very loose and easily disturbed contact. 
It is clear that every change in the nature of this 
contact will change the intensity of the current. If 
the blocks or the table they rest on is disturbed, even 
by being spoken at, the disturbances will produce 
minute changes in the current which will reproduce 
the distnrbances and corresponding sounds in the 
telephone diaphragm. 

Of all BuhstanceB carbon seems the beet for the 
loose microphone contact, and Is universally used. 
A great variety of microphones have been invented, 
almost all depending on loose carbon contacts. A 
eimplo form la shown in the illustration. In it C 
are blocks of carbon between which a spindle of car- 
bon A is sustained in very loose contact. The base 
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D serves to support the instrument. X Y are the 
ends of the line wires. 

The mouthpiece in the ordinary telephone into 
which the transmitter of a message speaks is the front 
of a microphone. The instrument held to the ear is 
a simple telephone. The handle turned to ring up 




the central oiSee and the other suhscriber actuates a 
small magneto-electrio generator, which rings the 
bell, calls up the operator at the central office, and, 
when contact is made, rings the bell at the receiver's 
instrument. 

The whole telephone system, it will he observed, 
represents one phase of the transmission of power. 
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^^^m Electric Lighting. 

^^H^ When a cnrretit goes through a, conductor, it heats 
it. The degree of heating depemls on the resistance 
offered to the current and on the current's intensity. 
A given current will heat a cotiductorof sinall section 
to a high degree, while a large cooduntor will carry 
the same current without much rise in temperature. 
On this principle is based the incandescent electric 
light. The lamp consists of an exhausted glass globe, 
containing a filament of carbon of high resistance. 
The electric-light station, by means of wire of com- 
paratively large section, communicates with the ter- 
minals of the filament. The current heats the fila- 
ment to white heat, while the wire leads are almost 
unaffected. 

The lamps in the Edison and in most other house 
systems are arranged in parallel. This meana that 
they are arranged between the leads, so that in a dia- 
gram they would represent the rungs of a ladder of 
which the leads would represent the sides. The 
electric station maintains a constant difference of 
potential between the leads, and the lamps are con- 
structed to work with that difference. 

In some cases, as for street lighting, the lamps are 
arranged in series so that the current goes consecu- 
tively through perhaps twenty, one following the other. 
Some device has then to be provided so that, if a lamp_ 
is broken or its filament fails, a by-pass or shunt for 
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tlie current shall be provided to keep the other lamps 
supplied, otherwise the extinction of one would mean 
the extinction of all. This objectionable feature is 
not found in the system of parallel connection. 

Sir Humphrey Davy, in 1801, working with the 
great (for those days) battery of the Royal Institution, 
found that on slightly separating the ends of a sev- 
ered electric conductor the current seemed to spring 
across the space. He employed pieces of charcoal as 
terminals. These became intensely heated, and the 
electric arc light for the first time shone upon the 
world. The battery contained 2,000 plates. 

This, in a few words, is the principle of the arc light 
now so extensively used for street lighting. By mech- 
anism worked by the current two carbon rods are 
kept at an almost invariable distance apart, -^ to ^ 
inch, while the current is passing. If none passes 
they come in contact. This gives the conditions 
for an electric arc, which forms with attendant pro- 
duction of great heat and light. The carbons be- 
ing poor conductors of heat, the effect of the nrc 
is concentrated near their ends, intensifying the 

light. 

Many variations of these two different methods of 
producing lieht by the current have been devised, 
and many modifications are in use. All the forms of 
electric light now in use belong distinctively to one 
or the other division. Those occupying a middle 
ground have not been extensively adopted. 
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The SDccesB of the el«ctric light of the day m 
dne to the cheap generation of electricity by the 
dynamo. 

The altemating-^mTeiit aystem depends Dpon the 
principle of the induction coil already ej^pliuned. 
Alternating current is supplied from the central sta- 
tion through two leads, which are m^ntained at a 
high difference of potential At points where light- 
ing is to be done, induction coils are placi>d whose 
primaries, wound with many coils of fine wire, connect 
the two leads. The secondaries of the coils are of 
fewer convolutions and of coarser wire, and to the 
latter the lamps are connected in parallel. 

The operation is simple. The alternating current 
passing through the primary induces in the second- 
ary a current of much greater amperage, but excites 
a much lower difference of potential in the terminals 
of the secondary. 

The indiiftinn cot Is, termed transformers, may low- 
er tire |iolentiiil from one thousand volts between tho 
terminals of the primary to fifty volts between tht 
terminals of the secondary. This is a frequent type 
of reduction, but in the London iiistallntion the re- 
duction is many times greater than this. The eon- 
verters are seen attached to the outside of housas neiii 
windows, or to electric-line poles. They vary in 
shape and details of construction, but the principle ii 
outlined above. 
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The Electric Telegraph. 

The modifications of telegraphs have been endless, 
but in this country at the present day, the Morse 
aystem is universally used. The elements necessiiry 
are: a battery or generator, a key to make and break 
the current for the person transmitting, and an elec- 
tromagnet with armature to act as a sounder for the 
person receiving the measjige. The armature is 
drawn back from the magnet by a spring. The key, 
battery, and magnet are arranged in circuit. If the 
key is depressed, the circuit is closed and the arma- 
ture is attracted, giving a click. When the key is re- 
leased the armature is jerked back, giving another 
click. 

An alphabet has been devised based upon long 
and short depressions of the key, the famous dot aud 
line alphabet, which enables the receiver of a message 
to Bpell out the message, by the ear, irom the sound 
of the clicks. 

In a complete system each operator needs a key and 
a sounder. 

The Morse relay is what has made the Buccess of 
the Byetom. This is a magnet with armature, so ar- 
ranged that when the armature is depressed it closea 
a local circuit only a few feet long, which includes a 
strong battery and a sounder. Thus an exceedingly 
weak current, which will bareiy work the relay mag- 
net and will give very little sound, will operate the 




Umngfa tbe leuaiiag i 
earned s itjtet or vntii^ point itiiA waa ot«' or 
nnder and imhI; ib eoBtoet vith die strip of papw 
pusntg tliioa^ it. When the annatnre ««s at- 
tracted, and as long as h^ attracted, a nark nts 
made on the ffv. Bt tnaniiRilatiBg the key in the 
distant office the armature ms depreeeed and relcaae<l 
as required, to spell ont the message in Morse char* 
actere. 

After j-ears of use some skilful operators ncqiiired 
the power of workiog bv ear, which at first wiis re- 
garded as a matter of cnriosit}' or Epecial inti>rcst. It 
was a long time before ear-receiving became the nor- 
mal method. 

A mesBage can be received by tbe ornddst possible 
methods. The Hdc may be severed, and one end bold 
above and tbe other below the tongm', atid the pulwin, 
80 to say, tasted. Edward Everett lIiiU' bus wrilti'U 
a very clever story founded on the roccption of u 
Morse message by all of the aenstiB. The priiitml 
message appeals to the eye, the suuiid to tlin t'ar, 
and a message can be felt by placing the tingiii'ii on 
the sounder or even relay magnet; tuiitiiig a mm- 
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sage has been described already, Tbe reception of a 
message on chemically treated paper such as used in 
Bain's chemical telegraph may produce an odor; and 
Hale tells in hia ingenious story of a blind person 
emelling a message in this way. 

The Bangers of Electricity and Conditions for .S^l 

ceiving a Fatal Shock. ■ 

The deadly stroke of lightning is not easily pro- 
duced artificially. It is, if analyzed, the discharge 
of a very small quantity of electricity of enormous 
voltage or tension, and probably also of high amper- 
age. Tbe amperage is high because the time of dis- 
charge is so very short. There is nothing incom- 
patible between a high amperage and small quantity 
or few coulombs, and both may refer to the same 
discharge. 

The static electric machines cannot conveniently 
be raade to produce a discharge of this character, as 
it becomes unmanageable. Yet it would be easy to 
produce a fatal shock, but hardly with certainty 
every time, 

Tbe development of electric lighting bas shown 
that a fatal shock of much lower voltage than the 
lightning stroke can be given. It seems as if the 
amperage had something to do with it, although 
an intense current rarely goes through the body. 
Taking its resistance as one thousand ohms, i 
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thing abont wliich there is notliing definite, it would 
follow that » Btnglo ampere of current will be fatal. 

The many fatal Bbocks received from electric-light- 
ing wires have usually been due to thediacbarge to 
earth through the body of a quantity of electricity 
urged by a potential difEerence nominally of five 
hundred or more volts. But it has been found that 
the character of the current makes a great difference. 
Dynamos produce currents of different characters. 
Some currents are almost uniform and in the same 
direction. These do little harm to the bodily system. 
Other dynamos produce what is termed a pulsating 
current, one always in the same direction, but vary- 
ing in intensity many times every second. Such a 
current is very severe in its effects. 

It will be observed that the voltage of the type of 
dynamos producing a pulsating current is always in- 
completely or wrongly stated. The voltage stated is 
the average, and includes maximum and minimum 
periods, so that the maximum may be greatly in ex- 
cess of the registered electromotive force. When the 
animal system is exposed to a pulsating current, this 
maximum voltage or electromotive force produces its 
full effect because a fraction of a second only is re- 
quired to produce death. 

The alternating current is most severeof all. Here 
the same points of excess of maximum overapparent 
voltage obtains in still greater force. The proba- 
bility is at least indicated that the extreme variations 
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of pulsating and alternating currente produce a def< 
initely deetmctive and shocking effect upon th»' 
nervoaa system. 

It is also undoubtedly the nervous shock that kills. 
Sometimes chemical decomposition of the vital fluids 
is suggested as a cause of death and injury, but there 
is little doubt that the shocking aitd fatnl effects of 
a dynamo discharge are received long before 
jurious chemical decomposition results from the tri- 
fling current passed. 

The general conditions for a fatal or severe shod 
from an electric-light system using the ground for 
the return circuit are these: The sufferer standing 
on the earth touches a bare spot on the wire, or some 
metallic body in electric connection with the wire. 
At once he receives a shock of high voltage. If the 
circuit was in perfect condition no direct current 
could be received as it would not leave the circuit. 
The utmost that could be received from a perfect 
circuit, would be comparatively little; enough in the 
case of an alternating current to give something of t, 
shock, but hardly enough to kill, and burn the tissuM» 
at the points of contact. I 

Next suppose that the system is imperfect, and ibat," 
at a point distant from the person touching the 
wire, the wire itself is in communication with the 
ground. Then a new element is introduced. Part of 
the current goes directly through the person's body, 
urged by an electromotive force higher or lower 



hs^^H 



a 






COlfDITIOm OF SHOCK. 153 

the "ground," or the other point of connection with 
the earth, is more or lees dietant, itnd the shock 

TaricE in intensity with such degree of diet^ince and 
with the consequent higher or lower potential differ- 
ence. 

A eingie "gronnd" upon a full' metallic-circuit 

electric light or power system does not interfere to a 
perceptible extent with its working. But it keeps 
the whole line in a state ready to disch-nrge a current 
through any one's body that may touch it. If the 
point of contact is near the " ground " or point con- 
nected with the earth, a discharge of low voltagejand 
consequently not a severe one, is all that results. But 
if the "ground" is distant, then the high electromo- 
tive force comes into play and the shock may Ije fatal. 

Thus, suppose that a 1,500- volt dynamo is supply- 
ing a circuit including three thouBaud feet of wire 
with metaliic return circuit, and assume the resist- 
ance to average the same at all parts. Suppose 
a ground to be established by any accident five hun- 
dred feet from the dynamo as measured on the wire. 
If then the wire wastouchedat its farther end, the suf- 
ferer would experience a discharge of nearly |J-JJ of 
the total electromotive force or of twelve hundred 
and fifty volts. If he was but five hundred feet 
from the "ground," the discharge would be urged 
with but /„VV of the total, or two hundred and fifty 
volts. 

An electric-light system of high voltage, and of 



154 ELECTRICITY SIMPLIFIED. 

polsating or alternating cnrreat type, on whioii a 
ground exiBts, ia comparable to a powder magazine 
through which people are allowed to walk with 
lighted candles in their hands. Although bnt one 
person sufiera, yet hia innocence and the utter ab- 
eenee of contributory negligence make the majority 
of caBea doubly sad, 

The alternating-current syatem haa the high-ten- 
sion circuit for supplying only the primaries of its 
transformers. Sometimes the transform era become 
injured and are naid to leak, Thit^ means that the 
primary and secondary are in metallic or good elec- 
tric contact. In such a case the aecondary circuit, 
which is the house circuit, participates in all the 
dangers of a distant "ground." 

It follows that "grounds" are to be watched for 
most vigorously by elect ric-atation superintendents. 
If the station supplies alternating current, then con- 
verter leakages have also to be watched for. It 
ia not alone death that is involved, but fire also. 
A distant earth connection followed by a second one 
throagh a wire or other conducting object in contact 
with inflammable material may bring about a confla- 
gration. 

It is easy to ask for safeguards against these evils. 
Such provisions must come largely from the engineer- 
ing department of the electric companies. The mis- 
fortane is that the negligence of oneeoneern may do 
injury to others, and the innocent may suffer in place 
of the guilty. 
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APPENDIX. 

BECENT IDEAS OP THE NATURE OP Ei;.ECTRICITY. 

Since the first issue of this little book the march 
of Science has gone steadily onward. New experi- 
ments have unveiled new phenomena, and by the 
study of these phenomena investigators have been led 
on to further experiments and further discoveries. 
Next in value to these discoveries and their practical 
application comes the records of these experiments 
and their results. It is on the accumulated data 
of the past that are built the magnificent achieve- 
ments of the present. 

It was in the year 1666 that Newton, as a physicist, 
enunciated the corpuscular (or emissive) theory of 
light, in opposition to the wave theory of Kepler, 
Descartes, Huygens, and Hooke. Newton believed 
that light consists of an emanation of exceedingly 
minute particles of matter, projected from the sun 
and other luminous sources with enormous velocity. 
These particles he called "corpuscles." 

The mathematical and experimental researches of 
Young and Fresnel, with Arago as collaborator, con- 
firmed, however, the undulatory or wave theory of 
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light and Newton's corpuscles were laid aside in thej 
archives of science. 

Franklin's fluid tlieory of electricity (see p. S6)I 
is akin io Newton's idea of the material or pondoK?* 
able nature of light. The only difference would b^S 
in the fineness of the particles whose motion causetfl 
the phenomena. 

The brilliant English mathematician and physiciet^ 1 
James Clerk-Maxwell, showed theoretically the iden- 
tity of light and electricity. This mathematieal 
work received its experimental verification by Hein- 
rich Hertz over a decade after the death of Clerk-_ 
Maxwell. 

During the past twenty years Sir William Crookei 
has devoted a great deal of attention to the phenom«j 
ena of the electric discharge in a vacuum 
been led to believe that the soft, greenish glow pro*^ 
duced by the passage of an electric discharge within 
a vacuum tube is due to the incandescence of tiny 
fragments of matter traveling at an incredible 
speed. 

Professor J. J. Thompson has gone still further 
and has measured the velocity and the mass of these 
flying particles. It has been farther shown that these 
particles bear a high electrical charge; a stream of I 
them may be deflected by a magnet as if it were anj 
iron rod. Yet more; it has been found that i 
matter what the origin of the particlesj or the i 
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teiial employed, the electrical charge borne by each 
particle is always the same. It forms a natural unit 
of electricity. 

Professor Thompson has adopted Newton's phrase- 
ology and terms these particles "corpuscles.^* The 
electrical charge which each corpuscle bears has been 
termed by Professor Stoney an "electron.^' 

All this leads us to conceive of an electric current 
as a rush of charged corpuscles, or electrons, along 
a wire. 

It surely does not simplify electricity at the pres- 
ent writing to feel the uncertainty due to this newer 
corpuscular hypothesis conflicting with the idea of 
an action in the ether, as mentioned on p. 42. 

While continued research will, no doubt, in time 
remove this uncertainty we must not feel the least 
apprehension as to the effect of these new views on 
every-day engineering practice. 

The working theories of the dynamo, electro-mag- 
net, electro-chemistry, etc., are too firmly established 
and highly developed to be seriously troubled by a 
discussion as to the absolute nature of electricity. 
There is, however, one important branch of electrical 
engineering which, the writer believes, will be almost 
certain to benefit by the solution of this question; 
it is the art of electric lighting. 

The ideal light is like phosphorescence — a glow 
without heat. The firefiy and the glow worm hold 
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Ihis secret, but we have not yet fully solved it. We 1 
have no need for the heat which raises the lamp fila- I 
nient to incandescence, or the carbon electrode to aJ 
dazzling whiteness. It is light alone which we want 1 
The white glow of a vacuum tube is the nearest we I 
come to the ideal and our only trouble is lo produce! 
this effect with an approach to the high economT''] 
which theory indicates as possible. I 

ELEOTBICAL DISCOVEHIES AND IMPROVESIEIfTS OF THB 1 
PAST DECaDE. J 

Electric Lighting — Incandescent, Arc, tmd YacuwntM 
Tube. ■ 

In incandescent electric lamps the most prominentj 

novelty is the Nernst lamp. The striking featured 

of this lamp is that the incandescent body is not in a .1 

vacuum but in the air, a glass shade being used.! 

, merely as a protection. I 

The filament of the Nemst lamp is not made o&m 
carbon but of some refractory materials. Such mA-'] 
terials are insulators when cold, but become cishI 
ductors when heated nearly to redness. The £la-'S 
ment has therefore to be heated before the lamp be- 
gins to light up. This heating is effected automati- 
cally by a heating coil adjoining the filament; tiiis 
coil is switched ont of circuit by a relay when the 
current begins to flow through the filament. 
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Por fl» cffdinaiy glase-btilb lamp, I>r. Aner von 
Welfibach, the inventor of the well-known gas lamp 
bearing bia name, has devised a Slament which has 
combined in it certain of the rare earths and thereby 
it is made to emit a greater quantity of light per 
unit of applied energy than the ordinary carbon 
lilament. 

In arc lighting a great stride has been made 
in the production of the enclosed arc lamp. The 
older, open form of arc lamp would consume a 
twelve-inch pair of carbonB in eight hours. For 
this reason street arc lamps were provided with two 
pairs of carbons, bo as to furnish light through a 
winters night. 

Now the carbons in an enclosed arc will bum a 
hundred hours or more, so it is quickly seen what a 
saving this is in expense of trimming the lampa. 

A new departure in the use of the open arc is the 
substitution of pencils of magnetite instead of car- 
bon. These magnetite rods last about fifty times 
longer tlian carbon and the light is of a brilliant 
whiteness and from three to four times greater than 
from carbons using the same power, 

Vacuum tube lighting is just commencing to be 
commercially introduced. Both D. McFariane 
Moore and Peter Cooper Hewitt are making installa- 
, lions "of this type of lighting. 

The Moore electric light ie produced in a glass 
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lube one and three-quarter inches in diameter which 
extends continuously around a room. 

This tube is suspended by simple brackets at about 
the height of the picture moulding. Both euds of 
the tube extend into a terminal box containing a 
traneformer which is supplied with 110-volt alternat- 
ing current. 

The entire tube is filled with an even, white ligl 
appearing as though it were a long cylinder of dei 
ly white vapor. The system at present produces d 
light twenty-five per cent cheaper than the incanf 
descent lamp, but theory indicates that this 
ciency can be much improved. The Cooper Hewitt, 
lamp is not a vacuum tube lamp in the same sense 
as Moore's, but is rather an arc lamp whose electrodes 
are of mercury and in which the vacuum permite thi8' 
arc to become several feet in length. 

Its likeness to an arc lamp is markedly shown in 
the fact that it can only be started either by bringing 
the terminals into contact and then separating them, 
or by applying a sufficiently high electro-motive force 
to drive a current through the Tacuum between 
terminals. 

The liglit of the mercury arc lamp is peculiar, 
as it lacks the red rays. This makes it unsuitable 
for judging color values but, on the other hand, 
renders it useful for photographic purposes. 
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X Bays and their Explanation. 

, It was in 1895, while experimenting with the 

electrical discharge in vacuum tubes, that Professor 
W. C. Rontgen discovered the peculiarly penetrating, 
yet invisible, radiation which he named "X." 

These X rays produce fluorescence in certain 
chemicals and also affect a photographic plate the 
same as white light. The X rays are invisible to 
the human eye and therefore either the Bensitized 
plate or a screen coated with a fluorescent material 
is used to observe their effect. 

A most useful property of the X rays is the fact 
that they readily pass through many substances 
which are opaque to white light. As various ma- 
terials are transparent to these rays in varying de- 
gree it follows that photographs can be taken and 
fluorescent shadows can be seen of objects which 
would be otherwise invisible to us. In this way we 
can- readily examine the bony structure of ourselves 
and of living animals without the least bodily incon- 
venience ; we may also examine the contents of wood- 
en or cardboard boxes without opening them. 

The X rays are produced by the electric discharge 
in special forms of vacuum tubes, the electrodes be- 
ing adjusted so aa to cause a stream of electrified 
particles to be projected from the cathode upon a 
target of aluminum. It is from the point of im- 
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pact of these particles on the target that the X raya 
emanate. 

It is considered by Professor J. J. Thompson that 
each of these projected and electrically-cfaarged par- 
ticles is the center of lines of force radiating in every 
direction ; as these lines of force have a real inertia 
it follows that when the flying particle strikes the 
target the whole spherical system of lines of force ia 
flopped with a jolt or pnlse which starts at the par- 
ticle and travels outward with the Telocity of light. 
Experiment and analysis show that this pulse is the 
peat of intense electric and magnetic forces and it 
is Professor Thompson's belief that this is what con- 
stitutes the X rays. 



Tlie principal practical advance in telephone engi- 
neering has been in the almost universal adoption, in 
this country, of the common battery system. In 
this system the current required for all instruments 
is supplied from a storage battery at the central sta- 
tion. 

The advantages of this arrangement are many. It 
not only permits of dispensing with a battery and 
a magneto generator at each subBcriber's instrument ; 
but it also reduces the operation of said instrument 
to the simplest and most obvious movements. At 
the exchange the substitution of lamp signals has 
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replaced the annunciators and greatly facilitated 
the work of the operators. 

The introduction of the telephone into the guest 
rooms of hotels has displaced the push button and 
teleseme systems and enables a guest to at once make 
his want clearlv known at the office. It further- 
more puts him in touch with the entire telephone 
system of the locality in which the hotel is situated. 

Entirely mechanical exchange systems are now in 
practical operation. In these the whole process of 
connecting a subscriber with a required number is 
performed by mechanism which most ingeniously 
provides for notifying the caller if the number want- 
ed is "busy," and disconnects the instruments at the 
close of a conversation. 

The advantages of such mechanical exchanges lie 
in the elimination of possible delays and misconnec- 
tions by the operator. 

Poulsen's telegraphone is being adapted to the re- 
cording of telephonic conversations and to the stor- 
ing of telephone messages in the abseneo of the re- 
cipient. . The instrument consists of a hardened steel 
wire wound helically around a brass cylinder, like a 
screw thread. Sounds are recorded on tliis steel wire 
by rotating it past a small electro-magnet whoso 
poles are close to the wire and whose coils are travers- 
ed by a telephone current. In this manner a varying 
magnetism is imparted to the wire as it passes the 
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poles. To reproduce the sounds it is simply neees-S 
sary to connect the magnet with a telephone reeeiver'l 
and to rotate the wire past the magnet again. TheJ 
apparatus then becomes a dynamo, generating , 
speaking current The impressed variable magnet*^ 
ism is removed by passing the steel wire before the 
poles of a permanent magnet, thus erasing the record, 

Ernest Euhmcr, of Berlin, Germany, has succeeded 
in transmitting speech over a beam of light ten milea 1 
in length. For this work he employs a search lighl 
to the circuit of which is connected a carbon trai 
mitter and a battery. This transmitter superim-' 
poses electric sound waves on the arc lamp circuit J 
The projected beam of light is received by a. para- 
bolic reflector which focuses it upon a selenium cell 
in circuit with a battery and a pair of very sensitive 
telephone receivers. Selenium has the pecnliar 
property of varying in resistance when subjected to 
a varying illumination ; so, in the above apparatus the 
slight variation which a person's speech produces in 
the light of the projector causes changes in the re- 
sistance of the selenium cell sufBcient to vary the j 
local current and reproduce the speech in the te- j 
eeivers. 

Through the experimental and mathematical ra*! 
searches of Dr. M. I. Pnpin, of Columbia UniversityjF 
in electrical resonance and induction, it is now po« 
BJble to improve the speed of signaUng through o 
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and to converse by telephone through fifteen 
lee of cable as clearly and distinctly as through 
a three-mile length without his invention. Dr. 
Pupiu's improvement coneista in connecting into the 
cable, at certain points, eelf-induction coils; these 
l<Beiitralize the capacity of the cable, and give an effect 
[valent to an open-air pole line. 

Wireless Telegraphy. 

The transmitting apparatus, in most systems of 
wireless telegraphy, consists of a powerful induction 
coil. In its primary circuit is the source of electric 
current and a signaling key. The secondary circuit 
is connected to two adjacent metal spheres, the space 
between which constitutes a spark gap through which 
the current in the secondary coil is discharged. Pur- 
thennore, one of these spheres is connected to the 
ground, the other to an elevated vertical wire. 

From the vertical wire of such an apparatus issue 
into apace electric waves which take their rise from 
the discharges across the spark gap of the induction 
coil. 

To detect and utilize the signals formed by these 
radiating electric waves a receiving apparatus is 
established, which consists of an elevated vertical 
wire which is the counterpart of that in the trans- 
mitting station. This wire is connected to the 
ground through the primaiy of an induction coil. 
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In tie secondary circuit of this coil is placed the 
coherer, which is the prime factor of wireless sys- 
tems. 

The usual form of coherer comprises a small glass 
tube about one and one-half inches long and one- 
twelfth inch internal diameter. The terminalB of 
the circuit end in the tube with two snugly-fitting 
plugs of silver, each two-tenths of an inch in length. 
These silver plugs have a space of one-thirtieth inch 
between their ends and in this space some metal 
filings are loosely placed. When electric waves 
surge across this apparatus in a receiving station 
these loose filings cohere and conduct a weak battery 
current much more readily than before. When the 
waves have ceased, a gentle tap on the tube is suf&cient 
to cause the filings to decohere, thus placing the appa- 
ratus in a receptive state again. 

In practice, at the moment of cohering, the local 
circuit is caused to operate a tapper like the ham- 
mer of an electric hell. Thus the decohering is 
accomplished automatically. 

The most noted achievement of wireless telegraphy 
was on Thursday, December 12, 1901, when Marconi 
and his assistant. Mr. Kemp, stationed at Cape Race. 
Newfoundland, received the first transatlantic signals 
from Poldhu. Cornwall, England. The distance 
apart of the stations was about two thousand miles, 
and the curvature of the earth is such as to form 
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between the sUtione a hill one btmdred and ten 
miles in height. 

Electric EaSwat/ Developments. 

^ Since 1887 the trollej car has been rapidly extend- 
"ed thronghout the countrj-, displacing horse, mule, 
and cable cars. 

With this progress ha£ grown the desire to appl; 
electric power to the propulsion of trains. 

This was at first accomplished by the use of elec- 
tric locomotives which simply took the place of steam 
locomotives. 

Electric power is, however, capable of much easier 
subdivision into small units of high efficiency than ia 
steam power. This fact lies at the foundation of 
the multiple unit system of electric traction, the in- 
vention of Mr. Frank J. Sprague. 

In this system each car is provided with niotore, 
jnst as is an ordinary trolley car; but, instead of the 
controller being placed on the platform and operated 
by hand, it is located beneath the car or tmder the 
seats and is operated by electricity or compressed air 
from a master-switch on the platform. 

JTow when a train is made up, each car gets its 
own current from the third rail by means of coutact 
shoes, but, by means of coupling cables, called 
"jumpers," the maater-awitch circuit extends through- 
out the train, as does also the controlling pipe of the 
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air brake syetem. By these means the train may b6 1 
entirely managed from either end, or at any iiiteiv.l 
mediate point, if need be. 

The great beauty of the multiple unit system 1 
in the power being available in proportion to I 
work to be done, and also in the division of HbttW 
motors into units of comparatively email weight. It* 
is manifest that no matter how long or how shortj 
a train may be, it will always have motors of snfl 
cient power to run it, and that their weight will t 
evenly distributed instead of being concentrated in t 
heavy locomotive. 
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